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SCALE OF CHARGES FOR ADVERTISING 
(Make cheques payable to the Minister of Finance 
and remit to the Queen’s Printer, Parlia- 
ment Buildings, Victoria.) 


For 100 words and under eae $5.00 
Over 100 words and under 150 words 6.50 
Over 150 words and under 200 words __—_—‘ 8.00 
Over 200 words and under 250 words _ 9.00 
Over 250 words and under 300 words 10.00 
And for every additional! 50 words “7s 


The above scale of charges will cover the cost 
of from one to five insertions; over five in- 
sertions, 50 cents extra for each insertion. 

Municipal by-laws requiring only one insertion, 
to be at one-half the above rates. 

Advertisements in tabular form will be charged 
double the above rates. 

Yearly subscription $5 plus 25 cents social ser- 
vices tax, payable in advance. (Tax appties 
to British Columbia subscriptions only.) 

Single copies — Pees eo OO LCORES 

Where advertisements contain more than 
one application or location, each application or 
notice will be charged for as a separate notice. 





All advertisements intended for publi- 
cation in the Gazette must reach the 
Queen’s Printer not later than 16 a.m. on 
Wednesday. 


Printed by A. Sutton, 
Printer to the Queen’s Most Excellent Majesty in 
right of the Province of British Columbia. 





DEPARTMENT OF FINANCE 


ESQUIMALT AND NANAIMO RAIL- 
WAY BELT LAND TAX ACT 


HIS HONOUR the Lieutenant-Gover- 
nor in Council, by Order in Council No. 
3504, approved December 17, 1965, has 
been pleased to order that, pursuant to 
the provisions of the Esquimalt and Na- 
naimo Railway Belt Land Tax Act, and 
all other powers thereto enabling, the 
Esquimalt and Nanaimo Railway Belt 
Land Tax Act Regulations (B.C. Reg. 90/ 
58), made and approved by Order in 
Council No. 829A/50, be amended by 
deleting the words “on the fifteenth day” 
in the second line of Regulation 4-3 and 
substituting therefor the words “on or 
before the thirty-first day.” 


W. A. C. BENNETT, 
Minister of Finance. 


Real Property Taxation Branch, 

Department of Finance, 

Parliament Buildings, 
Victoria, B.C. 





de23—5461 


DEPARTMENT OF THE 
PROVINCIAL SECRETARY 


LIQUOR-CONTROL PLEBISCITES 
ACT 


STATEMENT of the results of the 
vote taken under the provisions of the 
Liquor-control Plebiscites Act, held on 
the 11th day of December, 1965, in Li- 
censing Area No. 91, comprising The 
Corporation of the District of Surrey, and 
The Corporation of the City of White 
Rock, and being Polling Divisions Nos. 
44 to 94, inclusive, of the Delta Electoral 
District, is as follows:— 

Question (b): “Are you in favour of 
the sale of beer, ale, stout, and wine only 
under a dining-room licence for consump- 
tion with meals on licensed premises?” 

Affirmative votes, 6,030; negative votes, 
2,835; rejected ballots, 135; total ballots 
cast, 9,000. 

W. D. BLACK, 
Provincial Secretary. 
Provincial Secretary’s Office, 

Victoria, B.C., December 13, 1965. 

de23—5375 


LETTERS PATENT 


GEORGE R. PEARKES, 
Lieutenant-Governor. 


CANADA: 
PROVINCE OF BRITISH COLUMBIA 


ELIZABETH the SECOND, by the Grace 
of God, of the United Kingdom, 
Canada and Her other Realms and 
Territories, Queen, Head of the Com- 
monwealth, Defender of the Faith. 


[L.s.] 


To all to whom these presents shall come— 
Greeting. 


Dan WHEREAS by section 21 of 
Campbell the Municipal Act it is pro- 
hipster of vided the Lieutenant-Gover- 
Monicaval | nor in Council may, by sup- 

ae plementary Letters Patent, 

4 : extend the area of a munici- 
pality under the conditions therein set out: 

And whereas a petition has been re- 
ceived by the Minister of Municipal Af- 
fairs from the Council of The Corporation 
of the District of Kitimat praying that the 
area of the municipality be extended to 
include all and singular those certain par- 
cels or tracts of land situate, lying, and 
being as follows: Commencing at the 
south-east corner of Lot 309, Range 4, 
Coast District, being a point on the high- 
water mark of Kitimat Arm on the west- 
erly shore thereof; thence westerly along 
the southerly boundary of said Lot 309 
to the south-west corner thereof; thence 
due west a distance of 3 miles; thence 





thence 
thence 


due south a distance of 2 miles; 
due west a distance of 5 miles; 
due south a distance of 9.3 miles, more 
or less, to the aforesaid high-water mark 
of Kitimat Arm on the westerly shore 


thereof; thence due east a distance of 
2.9 miles; thence north-easterly in a 
straight line to a point on the middle line 
of said Kitimat Arm which lies due east 
of the aforesaid south-east corner of Lot 
309; thence west to the said south-east 
corner, being the point of commence- 
ment, and containing by admeasurement, 
23,460 acres of land, more or less, and 
14,380 acres of land covered by water, 
more or less: 


And whereas the conditions and re- 
quirements of said section 21 have been 
duly complied with: 

Now know ye that by these presents 
We do order and proclaim that the area 
of The Corporation of the District of 
Kitimat be extended by the inclusion 
therein of the lands hereinbefore de- 
scribed, and that on, from, and after the 
date of these supplementary Letters Pat- 
ent the boundaries of The Corporation of 
the District of Kitimat be defined as fol- 
lows: Commencing at the north-west cor- 
ner of Lot 1022, Range 4, Coast District 
(Indian Reserve No. 11), being a point on 
the high-water mark of Kitimat Arm on 
the easterly shore thereof; thence easterly 
along the northerly boundary of said Lot 
1022 to the north-east corner thereof; 
thence due east to a point due south of a 
point due east 244 miles from the north- 
east corner of Lot 6199, Range 5, Coast 
District; thence north to said point; 
thence due west to the north-east corner 
of said Lot 6199; thence westerly along 
the northerly boundary of said Lot 6199 
to the north-west corner thereof; thence 
westerly in a straight line to the north- 
east corner of Lot 6087; thence westerly 
along the northerly boundaries of Lots 
6087, 6088, 6089, 6090, 6091, 6092, 6093, 
and 6094, Range 5, Coast District, to the 
north-west corner of said Lot 6094; thence 
due west 1% miles; thence due south to 
a point due west of the south-west corner 
of Lot 309, Range 4, Coast District; 
thence due west to a point 3 miles due 
west of the said south-west corner of Lot 
309; thence due south a distance of 2 
miles; thence due west a distance of 5 
miles; thence due south a distance of 9.3 
miles, more or less, to the aforesaid high- 
water mark of Kitimat Arm on the west- 
erly shore thereof; thence due east a dis- 
tance of 2.9 miles; thence north-easterly 
In a straight line to a point on the middle 
line of said Kitimat Arm which lies due 
east of the aforesaid south-east corner 
of Lot 309; thence north-easterly in a 
straight line to the aforesaid north-west 
corner of Lot 1022, being the point of 
commencement, and containing by ad- 


2856 


THE BRITISH COLUMBIA GAZETTE 


December 23, 1965 





measurement, 61,460 acres of land, more 
or less, and 18,080 acres of land covered 
by water, more or less. 

And that the Letters Patent of The 
Corporation of the District of Kitimat be 
deemed to be amended so as to conform 
to the premises as and from the date of 
these Letters Patent. 

And that the Provincial Assessor of 
the Prince Rupert Assessment District of 
the Province shall be deemed to be a 
deputy of the Assessor of The Corpora- 
tion of the District of Kitimat in respect 
of the real-property assessment-roll for 
the years 1965 and 1966 for the said mu- 
n.cipality, for such time as the Surveyor 
of Taxes of the Province deems expedient. 


In testimony whereof, We have caused 
these Our Letters to be made Patent 
and the Great Seal of Our said Prov- 
ince to be hereunto affixed. 

Witness, Major-General the Honourable 
George Randolph Pearkes, V.C., 
P.C., C.B., D.S.O., M.C., Lieutenant- 
Governor of Our said Province of 
British Columbia, in Our City of 
Victoria, in Our said Province, this 
fourteenth day of December, in the 
year of our Lord one thousand nine 
hundred and sixty-five, and in the 
fourteenth year of Our Reign. 


By Command. 


W. D. BLACK, 


de23—5460 Provincial Secretary. 








DEPARTMENT OF EDUCATION 


Department of Education, 
Victoria, B.C., December 31, 1965. 


NOTICE is hereby given that, pursuant 
to the provisions of section 16 (c) of the 
Public Schools Act, the Honourable the 
Council of Public Instruction has been 
pleased to abolish School District No. 5 
(Creston). 

G. NEIL PERRY, 
Deputy Minister of Education. 
de23—5451 


Department of Education, 
Victoria, B.C., December 31, 1965. 


NOTICE is hereby given that, pursuant 
to the provisions of section 16 (c) of the 
Public Schools Act, the Honourable the 
Council of Public Instruction has been 
pleased to abolish School District No. 6 
(Kootenay Lake). 


G. NEIL PERRY, 
Deputy Minister of Education. 
de23—5451 


Department of Education, 
Victoria, B.C., November 15, 1965. 


NOTICE is hereby given that, pursuant 
to the provisions of clause (c) of section 
16 of the Public Schools Act, the Hon- 
ourable the Council of Public Instruction 
has been pleased to redefine the bound- 
aries of School District No. 5 (Creston) 
as follows:— 

School District No. 5 (Creston).— 
Commencing at the south-west corner of 
Lot 4591, Kootenay Land District, being 
a point on the southerly boundary of the 
Province; thence northerly along the 
westerly boundary of Lot 4591 to the 
north-east corner of Goatfell Tie Reserve; 
thence westerly along the northerly bound- 
ary of Goatfell Tie Reserve to the west- 
erly boundary of the watershed of Moyie 
River; thence northerly along said bound- 
ary and the easterly boundary of the 








watershed of the streams flowing westerly 
into Kootenay Lake and Kootenay River 
to the northerly boundary of the water- 
shed of Crawford Creek; thence south- 
westerly along said boundary to the point 
thereon which lies due east of the north- 
east corner of Sub-lot 103 of Lot 4595; 
thence west to said corner; thence west- 
erly along the northerly boundaries of 
Sub-lots 103 and 3 of Lot 4595 to the 
north-west corner of Sub-lot 3; thence 
due west to the middle line of Kootenay 
Lake; thence southerly along said mid- 
dle line to the point thereon which lies 
due east of the north-east corner of Lot 
2381; thence west to said corner; thence 
westerly along the northerly boundary of 
Lot 2381 produced to the westerly bound- 
ary of the watershed of Kootenay Lake; 
thence southerly along said boundary and 
that of Kootenay River to the southerly 
boundary of the Province; thence easterly 
along said boundary to the point of com- 
mencement, all the lots herein above 
mentioned being in Kootenay Land Dis- 
trict. 
G. NEIL PERRY, 

Deputy Minister of Education. 

de23—5453 


Department of Education, 
Victoria, B.C., November 15, 1965. 


NOTICE is hereby given that, pursuant 
to the provisions of clause (c) of section 
16 of the Public Schools Act, the Hon- 
ourable the Council of Public Instruction 
has been pleased to redefine the bound- 
aries of School District No. 2 (Cran- 
brook) as follows:— 

School District No. 2 (Cranbrook ).— 
Commencing at the point of intersection 
of the westerly boundary of the watershed 
of Gold Creek with the southerly bound- 
ary of the Province; thence westerly 
along the southerly boundary of the Prov- 
ince to the south-west corner of Lot 4591, 
Kootenay Land District; thence northerly 
along the westerly boundary of Lot 4591 
to the north-east corner of Goatfell Tie 
Reserve; thence westerly along the north- 
erly boundary of Goatfell Tie Reserve to 
the westerly boundary of the watershed 
of Moyie River; thence northerly along 
said boundary and the westerly boundary 
of the watershed of Perry Creek to the 
point thereon which lies due west of the 
south-west corner of Lot 10282; thence 
east to said corner; thence easterly and 
northerly along the boundaries of Lot 
10282 to the point due west of the north- 
west corner of Lot 14299; thence east to 
said corner; thence easterly along the 
northerly boundary of Lot 14299 to the 
south-west corner of Lot 6319; thence 
northerly along the westerly boundary of 
Lot 6319 and its production to the mid- 
dle line of St. Mary River; thence easterly 
along said middle line to the point thereon 
which lies due south of the south-west 
corner of Lot 7009; thence north to said 
corner; thence northerly along the west- 
erly boundaries of Lots 7009, 7320, and 
341 to the southerly boundary of Lot 
11620; thence easterly along said bound- 
ary to the south-west corner of Lot 6623; 
thence northerly, easterly, northerly, and 
easterly along the boundaries of said lot 
and continuing easterly along the north- 
erly boundaries of Lots 8752, 339, and 
Indian Reserve No. 1 (Kootenay) to the 
north-east corner of said Indian reserve; 
thence southerly along the right bank of 
Kootenay River to the point thereon 
which lies due west of the north-west 
corner of Indian Reserve No. 6; thence 
east to said corner; thence easterly along 
the northerly boundaries of Indian Re- 





serve No. 6 and Lot 130 to the westerly 
boundary of Lot 332; thence northerly 
and easterly along the boundaries of Lot 
332 to the westerly boundary of the 
watershed of Wild Horse River; thence 
northerly along said boundary to the 
westerly boundary of the watershed of 
Bull River; thence northerly, easterly, 
and southerly along the boundaries of the 
watershed of Bull River and continuing 
southerly along the easterly boundary of 
the watershed of Little Sand Creek to the 
point thereon which lies due east of the 
north-east corner of Lot 314; thence west 
to said corner; thence southerly and 
westerly along the boundaries of Lot 314 
to the south-west corner thereof and con- 
tinuing westerly across Kootenay River, 
passing to the north of Lot 5981 to the 
south-east corner of Lot 1969; thence 
westerly along the southerly boundaries 
of Lots 1969 and 1968 to the south-west 
corner of Lot 1968; thence due west to 
the easterly boundary of the watershed of 
Gold Creek; thence northerly along said 
boundary to the point thereon which lies 
due east of the north-east corner of Sub- 
lot 4 of Lot 4591; thence west to said 
corner; thence westerly and southerly 
along the boundaries of said sub-lot to 
the westerly boundary of the watershed 
of Gold Creek; thence southerly along 
said boundary to the point of commence- 
ment, all the lots herein above mentioned 
being in Kootenay Land District. 


G. NEIL PERRY, 
Deputy Minister of Education. 
de23—5453 





DEPARTMENT OF HIGHWAYS 
CARIBOO ELECTORAL DISTRICT 





Establishing Right-of-way for Barkerville 
Road No. 38 


NOTICE is given, pursuant to section 
8 of the Highway Act, that all those por- 
tions of District Lots 379 and 426, Cari- 
boo District, having areas of 13.57 acres, 
more or less, and 3.82 acres, more or 
less, respectively, as shown outlined in 
red on a plan recorded on File 375 in the 
Provincial Department of Highways, Vic- 
toria, B.C., are hereby established as a 
public highway. 


P. A. GAGLARDI, 
Minister of Highways. 


Department of Highways, 
Parliament Buildings, 
Victoria, B.C., December 17, 1965. 
File 375/1596174. de23—5465 


KASLO-SLOCAN ELECTORAL 
DISTRICT 





Establishing Right-of-way for Kaslo South 
Section, Balfour—Revelstoke Highway 


NOTICE is given, pursuant to section 
8 of the Highway Act, that all those por- 
tions of District Lots 437, 209, and 208, 
Kootenay District, as shown within the 
red outline on a plan recorded in the Pro- 
vincial Department of Highways, Vic- 
toria, B.C., under Road Surveys 3213 
(District Plan 13-319), are hereby estab- 
lished as a public highway. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., December 20, 1965, 
File 1939/1596328. de23—5465 
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DEPARTMENT OF HIGHWAYS | DEPARTMENT OF HIGHWAYS 


SOUTH OKANAGAN ELECTORAL 
DISTRICT 





Establishing Right-of-way, Portion of 
Woods Lake Road 


NOTICE is given, pursuant to section 
8 of the Highway Act, that all that por- 
tion of Lot 41, District Lot 118, Osoyoos 
Division of Yale District, Plan 457, hav- 
ing an area of 0.027 acre, more or less, 
as shown outlined in red on a plan of 
survey recorded on File 983 in the Pro- 
vincial Department of Highways, Vic- 
toria, B.C., is hereby established as a pub- 
lic highway. 

P. A. GAGLARDI, 
Minister of Highways. 

Department of Highways, 

Parliament Buildings, 

Victoria, B.C., December 14, 1965. 

File 983/1595625. de23—5465 


DEWDNEY ELECTORAL DISTRICT 





Establishing Right-of-way for Rennie 
Road, McNeil Road to Pitt Lake 


NOTICE is given, pursuant to section 
8 of the Highway Act, that parts of Sec- 
tions 11, 12, 13, 14, 23, 24, 25, 26, and 
36, Township 40; Section 31, Township 
42; Section 34, Township 4, Range 5, 
west of the 7th meridian; all in New 
Westminster District, and as shown out- 
lined in red on a plan prepared by Ken- 
neth Kew Wong, B.C.L.S., and deposited 
in the New Westminster Land Registry 
Office under Plan 28740, are hereby 
established as a public highway. 

A copy of said Plan 28740 is recorded 
in the Provincial Department of High- 
ways, Victoria, B.C., under Road Surveys 
S212. 

P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 

Parliament Buildings, 

Victoria, B.C., December 13, 1965. 
File 3171/1595333. de23—5465 


COMOX ELECTORAL DISTRICT 





Widening Terrain Road 


NOTICE is given, pursuant to section 
8 of the Highway Act, that all that part 
of Fractional Section 19, Township 5, 
Comox District, Plan 552p, shown out- 
lined in red on Plan 1502R, lying to 
the south of a boundary parallel to the 
southerly boundary of Plan 1502R and 
perpendicularly distant 33 feet northerly 
therefrom, and bounded on the east by 
the production northerly of the easterly 
boundary of Lot 22, Section 19, Town- 
ship 5, Comox District, Plan 14426, and 
on the west by the production north-west- 
erly of the south-westerly boundary of the 
said Lot 22, Plan 14426, and containing 
an area of 1 acre, more or less, is hereby 
established as a public highway. 

The area so established as a public 
highway is shown outlined in red on a 
plan of survey prepared by Gordon G. H. 
Wagner, B.C.L.S., and recorded on File 
5098 in the Provincial Department of 
Highways, Victoria, B.C. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., December 13, 1965. 
File 5098/1595522. de23—5465 


MUNICIPAL ELECTIONS 





FORT GEORGE ELECTORAL 
DISTRICT 


Ness Lake North Road No. 256 


NOTICE is given, pursuant to section 
8 of the Highway Act, that all that por- 
tion of the South-west Quarter of District 
Lot 2733, Cariboo District, having an 
area of 0.80 acre, more or less, as shown 
outlined in red on a plan of survey pre- 
pared by D. W. Carrier, B.C.L.S., and 
recorded on File 4516 in the Provincial 
Department of Highways, Victoria, B.C., 
is hereby established as a public highway. 


P. A. GAGLARDI, 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., December 15, 1965, 
File 4516/ 1595872. de23—5465 


ROSSLAND-TRAIL ELECTORAL 
DISTRICT 


Discontinuing and Closing Portion of 
Road Ailowance in District Lot 4597, 
Kootenay District. 


NOTICE is given, pursuant to section 
11 of the Highway Act, that all that part 
of road allowance now lying within Lot A 
on a plan of subdivision ot parts of Sub- 
lots ¥ and 10, Lot 4597, Plan X33, Koote- 
nay District, prepared by M. E. McCor- 
quodale, B.C.L.S., and sworn to by him 
on February 3, 1964, and being part of 
Reference Plan 853431 of Subiot 10 of 
District Lot 4597, Kootenay District, is 
hereby discontinued and closed. 

A copy of the said plan is recorded on 
File 5169 in the Provincial Department 
of Highways, Victoria, B.C. 


Pea GAGLAR DIE 
Minister of Highways. 
Department of Highways, 
Parliament Buildings, 
Victoria, B.C., December 14, 1965. 


File 5169/1593619. de23—5465 





MUNICIPAL ELECTIONS 


TOWN OF LADYSMITH 


NOTICE is hereby given that Watson 
Bernard Churchill and Jules Joseph Keno 
have been duly elected as Aldermen for 
the Town of Ladysmith for a two-year 
term. 


Dated at Ladysmith, B.C., this 13th 
day of December, 1965. 


J. W. RUNCIMAN, 
de23—12070 


DISTRICT OF SQUAMISH 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Councillors and School Trustee for the 
District of Squamish: — 

Councillors — Norman Ross Barr, Isi- 
doro Lee Boscariol, and Melvin Andrew 
Carrico (two-year term); 
Mitchell (one-year term). 

School Trustee (School District No. 
48)— Henry Harold Bailey (two-year 
term). 


Dated at Squamish, B.C., this 13th day 
of December, 1965. 


B. HOOVER, 
Returning Officer. 


Returning Officer. 


Gray Francis 


de23—12033 


THE CORPORATION OF THE CITY 
OF ENDERBY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustee 
for The Corporation of the City of 
Enderby :— 

Mayor—Walter Melvin Johnston. 

Aldermen— Sven Arthur Lundman, 
John Theodore Meyers, and George Wil- 


‘liam Salt (acclamation) (two-year term); 


Allen Easter Dixon (one-year term). 
School Trustee—Brian George Collins 
(acclamation). 
Dated at Enderby, B.C., this 14th day 
of December, 1965. 


HJ, WATT, 


de23—12032 Returning Officer. 





THE CORPORATION OF THE DIS- 
TRICT OF OAK BAY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and Schoo] Trustee 
for The Corporation of the District of 
Oak Bay:— 

Reeve—Allan Leslie Cox (acclamation) 
(two-year term). 

Councillors—Walter Charles Dods- 
worth, Frances Henrietta Elford, and Wil- 
liam Jesse Jasper Wade (two-year term). 

School Trustee — Peter Graham Bunn 
(two-year term). 


Dated at Oak Bay, B.C., this 15th day 
of December, 1965. 


E. H. HART, 


de23—3678 Returning Officer. 





THE CORPORATION OF DELTA 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The Corporation of Delta:— 

Reeve — Clarence F. Taylor (two-year 
term). 

Councillors — William F. Clipperton, 
Edmund J. Vidulich, and Hugh G. Hunt 
(two-year term). 

School Trustees — Frederick Gingell, 
Jack V. Smedley, and Tom Goode, Jr. 
(two-year term). 


Dated at Ladner, B.C., this 14th day 
of December, 1965. 


E. J. WEBSTER, 


de23—3677 Returning Officer. 





THE CORPORATION OF THE CITY 
OF NORTH VANCOUVER 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustees 
for The Corporation of the City of North 
Vancouver: — 


Mayor — Carrie Matilda Cates (two- 
year term). 

Aldermen—John Ambrose William 
Chadwick, Thomas Robert Dewhurst, and 
Frank Raymond Goldsworthy (two-year 
term). 

School Trustees—Phyllis Madeline 
Mary Simpson and Edward Patrick Webb 
(two-year term). 

Dated at North Vancouver, B.C., this 
13th day of December, 1965, 


R. C. GIBBS, 


de23—3 665 Returning Officer. 
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MUNICIPAL ELECTIONS 


THE CORPORATION OF THE TOWN- 
SHIP OF CHILLIWHACK 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and Park Commis- 
sioners for The Corporation of the Town- 
ship of Chilliwhack:— 

Reeve—R. E. Britton. 

Councillors—A. S. Barker, J. F. Spen- 
cer, and J. M. Kirkness. 

Park Commissioners — Donald L. De- 
Long and Douglas May. 

Dated at Chilliwack, B.C., this 16th 
day of December, 1965. 

J. DD: ORR; 


de23—3702 Returning Officer. 


THE CORPORATION OF THE 
DISTRICT OF MISSION 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustee 
for The Corporation of the District of 
Mission: — 

Reeve—F. R. Hall (acclamation) (two- 
year term). 

Councillors — A. Gaglardi and K. J. 
Ruddick (two-year term). 

School Trustee —R. G. Craig (accla- 
mation) (two-year term). 

Dated at Mission City, B.C., this 13th 
day of December, 1965. 


G. A. REID, 
de23—3666 Returning Officer. 
THE CORPORATION OF THE 

CITY OF PENTICTON 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustees 
for The Corporation of the City of Pen- 
ticton:— 

Mayor—Maurice Patrick Finnerty (ac- 
clamation) (two-year term). 

Aldermen— George Wilson Bolton, 
John Coe, and George Edward Lang (two- 
year term). 

School Trustees (School District No. 
15) — Asenath J. McGregor, Myles Ple- 
cash, and Henry William Wensley (accla- 
mation) (two-year term). 


Dated at Penticton, B.C., this 16th day 
of December, 1965. 


H. G. ANDREW, 
Returning Officer. 


de23—3719 
THE CORPORATION OF THE 
CITY OF COURTENAY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustee for 
The Corporation of the City of Cour- 
tenay:— 

Mayor — George L. Hobson (acclama- 
tion). 

Aldermen—Geoffrey Browning, Harry 
Harris, and K. N. Willis (two-year term). 

School Trustee—R. L. Anderson (accla- 
mation) (two-year term). 

School Referendum Nos. 5 and 6 passed 
by a majority. 

Dated at Courtenay, B.C., this 20th 
day of December, 1965. 


W. C. MOORE, 


de23—3717 Returning Officer. 
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CITY OF KELOWNA 


NOTICE is hereby given that the fol- 

lowing persons have been duly elected as 
| Mayor and Aldermen for the City of 
Kelowna:— 

Mayor—Richard Francis Parkinson 
(two-year term). 

Aldermen — Lawrence Albert Newton 
Potterton, William Thomas Leslie Road- 
house, and Ronald James Wilkinson (two- 
year term). 

Dated at Kelowna, B.C., this 13th day 
of December, 1965. 


D. B. HERBERT, 
de23—3 664 Returning Officer. 


THE CORPORATION OF THE DIS- 
TRICT OF PEACHLAND 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve and Councillors for The Corpora- 
tion of the District of Peachland:— 

Reeve — Harold Thwaite (two-year 
term). 

Councillors — Edwin Beet and William 
Stanley Elstone (two-year term). 


Dated at Peachland, B.C., this 15th 
day of December, 1965. 


D. TURNER, 


de23—12131 Returning Officer. 


CITY OF PRINCE GEORGE 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustees 
for the City of Prince George:— 

Mayor—Garvin Dezell (two-year term). 

Aldermen—Richard Hilliard Clare, El- 
roy Garden, and John Powers (two-year 
term). 

School Trustees—Catherine Bryant and 
Colin Sabiston (two-year term). 

Dated at Prince George, B.C., this 
14th day of December, 1965. 


ARRAN THOMSON, 
de23—3674 Returning Officer. 


CITY OF VICTORIA 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustees 
for the City of Victoria: — 

Mayor—Alfred Walter Toone. 

Aldermen — Geoffrey Innes Edgelow, 
Lily Christie Wilson, Robert Baird, and 
Hugh Roulston Stephen (two-year term); 
Percy Jack Frampton (one-year term). 

School Trustees—John Warren Porte- 
ous and Victor Alan Rogers. 


Dated at Victoria, B.C., this 13th day | 


of December, 1965. 


F. M. WALLER, 
de23—3648 Returning Officer. 


THE CORPORATION OF THE DIS- 
TRICT OF PITT MEADOWS 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve and Councillors for The Corpora- 
tion of the District of Pitt Meadows:— 

Reeve—Oscar Arne Austring (two-year 
term). 

Councillors — Daniel Robert Sharpe, 
Gordon William Park, and Andrew Yusko 
(two-year term). 

Dated at Pitt Meadows, B.C., this 15th 
day of December, 1965. 


J. J. ANTALEK, 
Returning Officer. 





de23—3695 
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MUNICIPAL ELECTIONS 


THE CORPORATION OF THE CITY 
OF WHITE ROCK 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor and Aldermen for The Corpora- 
tion of the City of White Rock:— 

Mayor— Harry Thorburn Douglass 
(two-year term). 

Aldermen— Thomas Spurgeon Car- 
michael, John Edward Graham, and John 
Hynds (two-year term). 

Centennial Ice Arena Pavilion Con- 
struction By-law No. 234 received the 
necessary assent. 


Dated at White Rock, B.C., this 13th 
day of December, 1965. 


A. T. RUSSELL, 


de23—3649 Returning Officer. 





THE CORPORATION OF THE TOWN- 
SHIP OF LANGLEY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The Corporation of the Township of 
Langley :— 

Reeve — David William Poppy (two- 
year term). 

Councillors—Ralph J. Barichello, Wil- 
liam C. Blair, and Frank Shuster (accla- 
mation) (two-year term). 

School Trustees—Thomas H. Gleig and 
E. Jean Ulmer (acclamation) (two-year 
term). 


Dated at Murrayville, B.C., this 13th 
day of December, 1965. 


D. J. DOUBLEDAY, 
de23—3646 Returning Officer. 





THE CORPORATION OF THE CITY 
OF PORT COQUITLAM 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustees 
for The Corporation of the City of Port 
Coquitlam :— 

Mayor— Robert Hope (acclamation) 
(two-year term). 

Aldermen— Sidney Richard Howell 
Evans, Eric William Mabbett, and George 
Wingrove (two-year term). 

School Trustee—Stuart Malcolm Leg- 
gatt (acclamation) (two-year term). 


Dated at Port Coquitlam, B.C., this 
13th day of December, 1965. 


R. E. KING, 


de23—3647 Returning Officer. 





THE CORPORATION OF THE CITY 
OF FERNIE 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen and School Trustees for 
The Corporation of the City of Fernie: — 

Mayor — Vernon Uphill (acclamation) 
(two-year term). 

Aldermen — Patsy Caravetta, John R. 
Minton, and Michael J. Pisoni (two-year 
term). 

School Trustees—Daniel Chester and 
Dr. Sparling East (acclamation) (two- 
year term). 

Dated at Fernie, B.C., this 13th day of 
December, 1965. 


re J. BUTALA, 


de23—12108 Returning Officer. 


December 23, 1965 






MUNICIPAL ELECTIONS 


CORPORATION OF THE CITY OF 
NEW WESTMINSTER 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Aldermen and School Trustees for the 
Corporation of the City of New West- 
minster :— 

Aldermen—John Douglas Stout, 
Thomas Russell Radbourne, and Alex- 
ander John Allison (two-year term). 

School Trustees—John Wilson Court- 
ney Biggs, Louis Lesk, Elsie Darrell Mat- 
thison, and William Edward Arthur Mer- 
cer (acclamation) (two-year term). 


Dated at New Westminster, B.C., this 
13th day of December, 1965. 


A. G. BRINE, 
Returning Officer. 





de23—-3667 


CITY OF PORT MOODY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustee 
for the City of Port Moody:— 

Mayor—Alfred Howe (two-year term). 

Aldermen — Leonard Arthur Elsdon, 
Herbert Churchill Flinn, and Donald Roy 
Petrie (two-year term). 

School Trustee — William Mayhew 
Johnstone (acclamation) (two-year term). 

Dated at Port Moody, B.C., this 13th 
day of December, 1965. 


F. W. SPENCE, 


de23—3668 Returning Officer. 


THE CORPORATION OF THE DIS- 
TRICT OF WEST VANCOUVER 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Councillors and School Trustees for The 
Corporation of the District of West Van- 
couver:— 

Councillors—Mary Helen Kerr, Walter 
Tearoe, and Louis Allan Williams (two- 
year term). 

School Trustees— Derek Hocking 
Hatch and Agnes Margaret Radcliffe (ac- 
clamation) (two-year term). 

Dated at West Vancouver, B.C., this 
13th day of December, 1965. 


R. A. HARRISON, 
de23—12038 Returning Officer. 


THE CORPORATION OF THE 
DISTRICT OF MATSQUI 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The Corporation of the District of 
Matsqui:— 

Reeve—John Alexander Murphy (ac- 
clamation) (two-year term). 

Councillors—James Andrew Jackman, 
Jacob Janzen, and William Scott (two- 
year term). 

School Trustees — Henry Alfons Borg 
and Patricia Bernice Penner (two-year 
term). 

School Loan By-law Referendum No. 5 
for School District No. 34 (Abbotsford) 
passed by a majority. 

Dated at Abbotsford, B.C., this 13th 
day of December, 1965. 


A. H. W. MOXON, 
de23—3672 Returning Officer. 
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THE CORPORATION OF THE DIS- 
TRICT OF CENTRAL SAANICH 
NOTICE is hereby given that the fol- 

lowing persons have been duly elected as 

Councillors and Schoo! Trustee for The 

Corporation of the District of Central 

Saanich:— 

Councillors — Harold Andrew, Philip 
F. Benn, and Charles Wesley Mollard 
(two-year term). 

School Trustee (School District No. 63 
(Saanich))—Vernon A. Beaumont (two- 
year term). 


Dated at Saanichton, B.C., this 14th 
day of December, 1965. 


F. B. DURRAND, 


de23—3697 Returning Officer. 


THE CITY OF CHILLIWACK 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, School Trustee, and 
Park Commissioner for The City of Chil- 
liwack:— 

Mayor— Theodore T. McCammon 
(two-year term). 

Aldermen — Frederick A. Matheson, 
William J. Nickel, and Milton G. Osborne 
(two-year term). 

School Trustee — Frederick G. Leary 
(two-year term). 

Park Commissioner — Arthur C. Rut- 
ledge (two-year term). 

Dated at Chilliwack, B.C., this 13th 
day of December, 1965. 


DOROTHY M. DAVIS, 
de23—3669 Returning Officer. 


CORPORATION OF THE DISTRICT 
OF NORTH VANCOUVER 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Councillors and School Trustees for the 
Corporation of the District of North Van- 
couver:— 

Councillors—Margaret J. M. Campbell, 
Barrie A. Clark, and Richard S. M. Han- 
nesson (two-year term). 

School Trustees — Peter C. D. Powell 
and Robert S. Thorpe (acclamation) (two- 
year term). 


Dated at North Vancouver, B.C., this 
13th day of December, 1965. 


€. E. DAVIS; 


de23—3690 Returning Officer. 


THE CORPORATION OF THE TOWN 
OF QUESNEL 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Aldermen and School Trustees for The 
Corporation of the Town of Quesnel:— 

Aldermen—Gloria Lazzarin and John 
Wilson Ritson (two-year term). 

School Trustees (District No. 28)— 
Town of Quesnel, John Boates and Harold 
W. Littler; Zone 1, Harry A. Moffatt, 
and Zone 2, Nicholas Diakiw (acclama- 
tion) (two-year term). 

School Loan By-law Referendum No. 6 
passed by a majority. 


Dated at Quesnel, B.C., this 13th day 
of December, 1965. 


E. A. GREEN, 


de23—3679 Returning Officer. 


THE CORPORATION OF THE TOWN- 
SHIP OF RICHMOND 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Councillors and School Trustees for The 
Corporation of the Township of Rich- 
mond :— 

Councillors—Henry Gilbertson, E. M. 
(Betty) Gunn, and Edwin Raymond Par- 
sons (two-year term). 

School Trustees—Fred Errington, Ron- 
ald Henry Howe, and Frederick George 
Price (two-year term). 

Dated at Richmond, B.C., this 13th 
day of December, 1965. 


T. M. YOUNGBERG, 
de23—3 680 Returning Officer. 





THE CORPORATION OF THE TOWN 
OF MISSION CITY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Aldermen and School Trustee for The 
Corporation of the Town of Mission 
City:— 

(eas he Arthur Lamont and 
John Willi Luers (two-year term). 

School Trustee (School District No. 
75) — William Douglas Adair (two-year 
term). 


Dated at Mission City, B.C., this 13th 
day of December, 1965. 


R, A. STILL, 


de23—12066 Returning Officer. 


CORPORATION OF THE CITY 
OF ROSSLAND 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustee 
ae the Corporation of the City of Ross- 
and :— 

Mayor — Harry W. Lefevre (two-year 
term). 

Aldermen—Lloyd C. Austin, Benjamin 
B. Fleming and Cecil Skinner (two-year 
term). 

School Trustee—John E. Fletcher (ac- 
clamation) (two year term). 


Dated at Rossland, B.C., this 13th day 
of December, 1965. 


W. H. VICKERS, 


de23—3675 Returning Officer. 





THE CORPORATION OF THE 
DISTRICT OF SAANICH 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The Corporation of the District of 
Saanich :— 

_ Reeve—Hugh Austin Curtis (acclama- 
tion) (two-year term). 

Councillors — William Colville Camp- 
bell, Edith Rose Gunning, Digby Robin 
Kier, and William Alexander Noel (two- 
year term); Alan John Hesson New- 
berry (one-year term). 

School Trustees — School District No. 
61, Frances Mabel Bennett-Thompson 
(two-year term); School District No. 63, 
Elfieda Pearl Thomas (acclamation) (two- 
year term). 


Dated this 17th day of December, 1965. 


G. HAYWARD, 


de23—3713 Returning Officer. 
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TOWN OF WILLIAMS LAKE 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Aldermen and School Trustee for the 
Town of Williams Lake:— 

Aldermen — George Wesley Atchison 
and Albert James Fraser. 

School Trustee — Douglas David Clive 
Stangoe. 

Dated at Williams Lake, B.C., this 16th 
day of December, 1965. 


R. H. BLACKWOOD, 
de23—3716 Returning Officer. 


THE CORPORATION OF THE CITY 
OF KIMBERLEY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustees 
for The Corporation of the City of Kim- 
berley:— 

Mayor—Harold W. Buckle. 

Aldermen—Charles S. Kinrade, Harold 
C. Tapp, and Stanley W. Wilson. 

Trustees — J. Harry Broadhurst and 
Donald E. Jardine. 

Dated at Kimberley, B.C., this 13th day 
of December, 1965. 


D. TORGESON, 
de23—3670 Returning Officer. 
THE CORPORATION OF THE 

DiSTRICT OF KITIMAT 


NOTICE is hereby given that the fol- 
low.ng persons have been duly elected as 
Councillors and School Trustees for The 
Corporation of the District of Kitimat :— 

Councillors — T. Smith, P. Asikainen, 
and J. Banyay (two-year term). 

School] Trustees —D. Barber and H. 
Brown (acclamation) (two-year term). 

Dated at Kitimat, B.C., this 13th day 
of December, 1965. 


A. J. SANDERSON, 
de23—3671 Returning Officer. 


THE CORPORATION OF THE Clry 
OF DAWSON CREEK 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor and Aldermen for The Corpora- 
tion of the City of Dawson Creek:— 

Mayor—Ronald M. Witherspoon (two- 
year term). 

Aldermen— Frederick W. Newby, 
Daphne VY. Phillips, and Robert T. Trail 
(two-year term). 

Dated at Dawson Creek, B.C., this 15th 
day of December, 1965. 


CYRIL E. SHANNON, 
de23—12093 Returning Officer. 


THE CORPORATION OF THE CITY 
OF DUNCAN 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor and Aldermen for The Corpora- 
tion of the City of Duncan:— 

Mayor — John Turner Dobson (accla- 
mation) (two-year term). 

Aldermen — James Alexander Frank 
Mutter and Bernard William Whiteway 
Cocks (acclamation) (two-year term). 


Dated at Duncan, B.C., this 11th day 
of December, 1965. 


G. M. BERRY, 


de23—3676 Returning Officer. 


MUNICIPAL ELECTIONS 


THE DISTRICT OF TERRACE 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The District of Terrace:— 

Reeve—A. F. Goulet (two-year term). 

Councillors — Harry Smith, Floyd F. 
Frank, and William H. McRae (two-year 
term); Henry William Tupper and Leon 
Fenwick French (one-year term). 

School Trustees (School District No. 
53)—Keith Hamilton Tucker and Willem 
Helmig Vanheek (two-year term). 


Terrace Public Works By-law No. 398/ 
1965 did not receive a majority. 


Dated at Terrace, B.C., this 13th day 
of December, 1965. 


M. MACDONALD, 
de23—12074 Returning Officer. 


DISTRICT OF NORTH SAANICH 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustee 
for the District of North Saanich:— 

Reeve—James B. Cumming (two-year 
term). 

Councillors — Douglas Richard Cook, 
Trevor Crombie Maitland Davis, and 
Nellie (Mrs. H. G.) Horth (two-year term); 
George R. Aylard, John S. Clark, and 
Joseph Harold Wilson (one-year term). 

School Trustee — Alexander Porteous 
(two-year term). 


Dated at Sidney, B.C., this 13th day of 
December, 1965. 


B. C. BRACEWELL, 
de23—3712 Returning Officer. 


THE CORPORATION OF THE 
DISTRICT OF SUMAS 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustee 
for The Corporation of the District of 
Sumas :— 

Reeve — Kenneth J. Thompson (two- 
year term) 

Councillors—George Gough and Henry 
Jensen (two-year term). 

School Trustee—Peter M. Baxter (two- 
year term). 


Dated at Abbotsford, B.C., this 16th 
day of December, 1965. 


A. M. WILLARD, 


de23—3718 Returning Officer. 








THE CORPORATION OF THE 
DISTRICT OF BURNABY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The Corporation of the District of 
Burnaby :— 

Reeve — Alan H. Emmott (two-year 
term). 

Councillors—W. A. Blair, James Dailly, 
Russell Ernest Hicks, and George H. F. 
McLean (two-year term). 

School Trustees—J. W. Daly and Eliza- 
beth Frances Starkey (two-year term). 

Dated at Burnaby, B.C., this 17th day 
of December, 1965, 


JOHN H. SHAW, 


de23—3704 Returning Officer. 


MUNICIPAL ELECTIONS 


CORPORATION OF THE DISTRICT 


OF MAPLE RIDGE 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for the Corporation of the District of 
Maple Ridge:— 

Reeve — Peter Jenewein (acclamation). 

Councillors—R. W. G. Franklin, Miss 
M. S. Davis, and G. C. Clark (two-year 
term). 

School Trustees—Mrs. G. M. Johnston 
and C. E. Nickol (two-year term). 

Dated at Haney, B.C., this 13th day of 
December, 1965. 


R. S. FREEMAN, 
de23—12065 Returning Officer. 


CORPORATION OF THE TOWNSHIP 
OF ESQUIMALT 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve and Councillors for the Corpora- 
tion of the Township of Esquimalt:— 

Reeve—Ray Thomas Bryant (two-year 
term). 

Councillors — Gerald Thomas Horne, 
Arthur Randolph Mebs, and Roy Elphick 
(two-year term). 

Dated at Esquimalt, B.C., this 13th day 
of December, 1965. 


J. W. ALLAN, 
de23—3682 Returning Officer. 


THE CORPORATION OF THE TOWN 
OF HOPE 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor and Aldermen for The Corpora- 
tion of the Town of Hope: — 

Mayor—Paul Scherle (two-year term). 

Aldermen — Leslie Alvin Delong and 
John Alexander Johnston (two-year term). 


Dated at Hope, B.C., this 14th day of 
December, 1965. 


STUART D. STEARN, 
de23—3685 Returning Officer. 


TOWN OF NORTH KAMLOOPS 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustee 
for the Town of North Kamloops:— 

Mayor —A. J. E Chilton (two-year 
term). 

Aldermen—A. J. Romano and J. A. 
McGowan (two-year term). 

School Trustee—Don Ellsay (two-year 
term). 


Dated at North Kamloops, B.C., this 
15th day of December, 1965. 


D. H. BROWN, 
de23—3684 Returning Officer. 


TOWN OF MERRITT 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Aldermen and School Trustees for the 
Town of Merritt:— 

Aldermen—Leo Heroux and Ernest L. 
Nordquist (two-year term). 

School Trustees — Richard M. Brown 
and Dr. Roy T. Hewson (acclamation) 
(two-year term). 

Dated at Merritt, B.C., this 17th day 
of December, 1965, 


A. W. DUNNIGAN, 
de23—3708 Returning Officer. 
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THE CORPORATION OF THE DIS- 
TRICT OF NORTH COWICHAN 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The Corporation of the District of 
North Cowichan:— 

Reeve — Donald Christopher Morton 
(two-year term). 

Councillors — Edward John Cannon, 
Reginald Clegg, and Elaine Dobbyn (two- 
year term). 

School Trustees—Schoo! District No. 
65 (Cowichan), Neil Robert Dorning (two- 
year term); School District No. 67 (Lady- 
smith), Baden George Millard (two-year 
term). 

Dated at Duncan, B.C., this 13th day 
of December, 1965. 


A. VANDECASTEYEN, 
de23—368 1 Returning Officer. 








LAND NOTICES 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Mrs. H. K. Bir- 
mingham, of Muncho Lake, B.C., resort 
operator, intends to apply for permission 
to purchase the following described lands, 
situate in the Peace River Block, lying 
between Mile-posts 483 and 484, east 
side of Alaska Highway to Trout River, 
a triangular-shaped parcel of land: Com- 
mencing at a post planted one-tenth of a 
mile south of Mile-post 484; thence 780 
feet east; thence 1,380 feet following 
Trout River south-westerly to highway; 
thence 1,060 feet to point of commence- 
ment, and containing 12 acres, more or 
less, for the purpose of a home-site. 


Dated November 5, 1965. 


HELEN KOTTHE BIRMINGHAM. 
jal13—12117 


LILLOOET LAND RECORDING 
DISTRICT 


TAKE NOTICE that Josef Steinbich- 
ler, Paul Kleinschrot, Ingemar Vik, James 
Flichel, and Alan Wilson, all of Gold 
Bridge, B.C., tradesmen, intend to apply 
for permission to purchase the following 
described lands, situate in the Pearson 
Creek Basin, lying at or above timber-line, 
at the head of Pearson Creek, tributary 
of Gun Creek, which is a tributary of 
Bridge River, said land location is in a 
westerly direction from Tyaughton Lake, 
about 10 road miles from Gold Bridge, 
B.C., in the Lillooet Assessment District: 
Commencing at a post planted in the 
north-east corner of the herein described 
Pearson Creek Basin; thence 80 chains 
west; thence 80 chains south; thence 80 
chains east; thence 80 chains north to 
point of commencement, and containing 
640 acres, more or less, for the purpose 
of a ski resort. 


Dated December 1, 1965. 


JOSEF STEINBICHLER. 

PAUL KLEINSCHROT. 

INGEMAR VIK. 

JAMES FLICHEL. 

ALAN WILSON. 
jal3—12125 


WILLIAMS LAKE LAND RECORD- 
ING DISTRICT 
TAKE NOTICE that Gordon Charles 
Woods, of Meldrum Creek, B.C., con- 
tractor, intends to apply for permission 
to purchase the following described lands, 
situate | mile north-west of Meldrum 
Creek P.O., B.C.: Commencing at a post 
planted at the south-west corner of Lot 
12396, Cariboo District; thence north 10 
chains; thence west 30 chains; thence 
south 10 chains; thence east 30 chains to 
po.nt of commencement, ani containing 
30 acres, more or less, for the purpose of 
a home-site for principal dwelling, per- 
sonal produce-growing, and pasture for 
domestic stock. 
Dated December 17, 1965. 


GORDON CHARLES WOODS. 
jal3—12127 R. A. Norberg, Agent. 


WILLIAMS LAKE LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Gordon Lewis 
Holland, Box 62, McLeese Lake, B.C., 
sawyer, intends to apply for permission 
to purchase the following described lands, 
situate at McLeese Lake, on Sheridan 
Hill on the Likely Road at foot of hill: 
Commencing at a post planted at the 
north-east corner of Lot 12072, Cariboo 
District; thence 10 chains north; thence 
10 chains west; thence 10 chains south; 
thence 10 chains east to point of com- 
mencement, and containing 10 acres, 
more or less, for the purpose of a home- 
site and pasture. 


Dated December 8, 1965. 


GORDON L. HOLLAND. 
ja6é—11978 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Intercontinental 
Pulp Company Ltd., of Vancouver, B.C., 
pulp manufacturer, intends to apply for 
permission to purchase the following de- 
scribed lands, situate south of the Frac- 
tional East Half of Lot 823 (except the 
northerly 40 chains thereof), Cariboo 
District: Commencing at a post planted 
on the easterly boundary of Lot 1 of the 
Fractional East Half of Lot 823 (except 
the northerly 40 chains thereof), Cariboo 
District, as shown on a plan prepared by 
Ro J. Goble, BiGIES, on June 9) 1965; 
and 450 feet due south of the highway 
right-of-way and approximately 470 feet 
east of the westerly boundary of aforesaid 
Lot 1; thence in a general northerly, 
easterly, and southerly direction along 
the easterly boundary of aforesaid Lot 1 
and the southerly boundary of the Frac- 
tional East Half of Lot 823, as shown on 
highway right-of-way location plan 310-6, 
Project 1389, to a point on the easterly 
boundary of Lot 823, approximately 290 
feet south of the highway right-of-way; 
thence southerly along the prolongation 
of said easterly boundary, approximately 
600 feet to the high-water mark of the 
Nechako River; thence in a general west- 
erly and northerly direction along this 
channel of the Nechako River to the 
point of commencement, and containing 
30 acres, more or less, for the purpose of 
protection of planned improvements. 


Dated December 9, 1965. 


INTERCONTINENTAL PULP 
COMPANY LTD. 





ja13—12118 


POUCE COUPE LAND RECORDING 
DISTRICT 


TAKE NOTICE that John Micheal 
Kolosky, Box 25, Chetwynd, B.C., “Cat” 
operator, intends to apply for permission 
to purchase the following described lands, 
situate in the vicinity of Long Lake, 
Township 79, Range 22, west of the 6th 
meridian: Commencing at a post planted 
at the south-east corner of Application 
No. 0223186; thence 200 yards south to 
gravel reserve; thence 200 yards west; 
thence 2UU yards north; thence 200 yards 
east to point of commencement, and con- 
taining 8.5 acres, more or less, for the 
purpose of a home-site and ranch head- 
quarters. 


Dated November 20, 1965. 


JOHN M. KOLOSKY. 
de23—11857 





VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that John Vowles, of 
1906 Ogden Avenue, Vancouver, B.C., 
contractor and marine designer, intends 
to apply for permission to purchase the 
following described lands, situate in the 
vicinity of Brandywine Creek, north of 
District Lot 4098: Commencing at a post 
planted at the south-east corner of District 
Lot 4097; thence south 18 chains approxi- 
mately; thence east 11 chains approxi- 
mately; thence northerly 20 chains ap- 
proximately; thence west 9 chains ap- 
proximately, and containing 18 acres, 
more or less, for the purpose of ski 
cabins. 


Dated November 14, 1965. 


JOHN JOSEPH VOWLES. 
ja6—12014 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Gail Parker, of 
Fort Nelson, B.C., teacher, intends to 
apply for permission to purchase the fol- 
lowing described lands: Commencing at 
a post planted 200 yards north of Mile- 
post 292, Alaska Highway; thence 720 
feet in an easterly direction; thence 600 
feet in a northerly direction; thence 720 
feet in a westerly direction; thence 600 
feet in a southerly direction, and contain- 
ing 10 acres, more or less, for the purpose 
of a home-site. 


Dated November 4, 1965. 
de23—11827 GAIL PARKER. 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Westcoast Trans- 
mission Company Limited, of 1155 West 
Georgia Street, Vancouver 5, B.C., gas- 
transmission company, intends to apply 
for permission to purchase the following 
described lands, being that portion of the 
South-west Quarter of unsurveyed Section 
DS); Township 88, Range 21, west of the 
6th meridian, being the North-west Quar- 
ter of Legal Subdivision 3, North-east 
Quarter of Legal Subdivision 4, South- 
east Quarter of Legal Subdivision 5 
South-west Quarter of Legal Subdivision 
6, situate in the vicinity of the Beatton 
River Airfield Road, approximately 9 
miles north of its junction with the Alaska 
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Highway: Commencing at a post planted 
at an iron pin on the westerly boundary 
of the right-of-way shown on Plan C.G. 
511, approximately 100 feet south of the 
centre line of the said road; thence east 
approximately 1,020 feet; thence north 
1,320 feet; thence west 1,320 feet; thence 
south 1,320 feet; thence east approxi- 
mately 300 feet to point of commence- 
ment, and containing 40 acres, more or 
less, for the purpose of a compressor- 
station site. 


Dated December 9, 1965. 


WESTCOAST TRANSMISSION 
COMPANY LIMITED. 
jals—12034 Charles L. Starr, Agent. 


LAND LEASES 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that British Columbia 
Forest Products Limited, of Vancouver, 
B.C., forest-products company, intends to 
apply for a lease of the following de- 
scribed lands, situate at Jackson Bay in 
Topaze Harbour, Range 1, Coast District: 
Commencing at a post planted 3.5 chains 
north and 0.5 chain east of the south-east 
corner of Lot 955, Range 1, Coast Dis- 
trict; thence east 11.5 chains; thence S. 
17° E. 10 chains; thence east 5 chains; 
thence N. 17° W. 25 chains; thence west 
5 chains; thence S. 18° W. 10.5 chains; 
thence west 5 chains, more or less, to the 
high-water mark; thence in a southerly 
direction along the high-water mark 4.5 
chains, more or less, to point of com- 
mencement, and containing 20 acres, 
more or less, for the purpose of log dump- 
ing, booming, and storage. 


Dated November 24, 1965. 


BRITISH COLUMBIA FOREST 
PRODUCTS LIMITED. 
de30—3612 F. A. Armstrong, A gent. 


KAMLOOPS LAND RECORDING 
DISTRICT 


TAKE NOTICE that Arthur Henry 
Duncan, Box 96, Kamloops, B.C., deco- 
rator, intends to apply for a lease of the 
following described lands, situate on 
shore of unnamed lake, midway between 
Walloper Lake and Lake Lejeune Road, 
on the Walloper Lake Road, and south 
thereof to the north-west corner of the 
North-east Quarter of Section 35, Town- 
ship 17, Range 19, west of the 6th merid- 
ian, which, when surveyed, would be the 
North Half of the North-west Quarter of 
the North-west Quarter of the North-east 
Quarter of Section 35: Commencing at 
a post planted on lake-shore approxi- 
mately 7 chains east of two old log cabins; 
thence west approximately 7 chains; 
thence south 3 chains; thence east ap- 
proximately 7 chains; thence north 3 
chains, and containing 3 acres, more or 
less, for the purpose of a summer home. 


Dated December 10, 1965. 


ARTHUR HENRY DUNCAN. 
jal13—12114 





PRINCE RUPERT LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Celgar Limited, 
of 1030 West Georgia Street, Vancouver, 
B.C., pulp-manufacturer, intends to apply 
for a lease of the following described 
lands, situate in Telegraph Passage, 
vicinity of Clough Point, approximately 
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11% miles S. 15° W. of Haysport: Com- 
mencing at a post planted close to the 
south-west corner of Lot 36; thence north- 
erly 18 chains following the high-water 
mark along the eastern shore of Tele- 
graph Passage; thence west 4 chains; 
thence S. 33° W. 20 chains, more or less, 
to a point at the high-water mark on 
the eastern shore of Telegraph Passage; 
thence easterly 25 chains, more or less, 
following the high-water mark to point 
of commencement, and containing 17 
acres, more or less, for the purpose of 
log booming and log storage. 


Dated November 30, 1965. 


CELGAR LIMITED. 


de30—11910 L. L. Mercer, Agent. 


POUCE COUPE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Victor Currier, 
of Chetwynd, B.C., logger, intends to 
apply for a lease of the following de- 
scribed lands, situate directly north of 
Lot 1484: Commencing at a post planted 
at the north-west corner of Lot 1484; 
thence approximately 40 chains north; 
thence 40 chains east; thence 40 chains 
south; thence 40 chains west to point of 
commencement, and containing 160 acres, 
more or less, for the purpose of agricul- 
ture. 


Dated December 10, 1965. 
jal3—12064 VICTOR CURRIER. 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that William R. Cam- 
eron, of Prince George, B.C., painter, 
intends to apply for a lease of the follow- 
ing described lands, situate on the north- 
east shore of Naltesby (Bobtail) Lake: 
Commencing at a post planted on the 
lake-shore 198 feet S. 30° E. from the 
south-west corner of Block E, District 
Lot 12176, Cariboo District; thence 660 
feet N. 60° 06’ E.; thence 99 feet S. 29° 
54’ E.; thence approximately 660 feet S. 
60° 06’ W.; thence north-westerly along 
the lake-shore to point of commence- 
ment, and containing 1.5 acres, more or 
less, for the purpose of a summer cabin. 


Dated December 4, 1965. 


WILLIAM R. CAMERON. 
ja6—11945 





FORT FRASER LAND RECORDING 
DISTRICT 


TAKE NOTICE that H. Pearson Lum- 
ber Company Ltd., of Burns Lake, B.C., 
lumber company, intends to apply for a 
lease of the following described lands, 
situate on the south side of Francois 
Lake: Commencing at a post planted 
approximately at the north-east corner 
of Lot 1011, Range 4, Coast District; 
thence north 3 chains; thence parallel 
along the shoreline to a point 3 chains 
north of the north-west corner of Lot 
1011; thence south 3 chains; thence 
along shoreline to point of commence- 
ment, and containing 16.5 acres, more or 
less, for the purpose of a booming- 
ground, 


Dated December 8, 1965. 


H. PEARSON LUMBER COMPANY 
LTD. 


ja6—3 631 L. Dyer, Agent. 


December 23, 1965 


LAND LEASES 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Ivan John Rob- 
ertson, of Hudson Hope, B.C., inspector, 
intends to apply for a lease of the follow- 
ing described lands, situate 5.5 miles north 
of north boundary of Lot 1264, on 
natural-gas pipe-line which runs in a 
northerly direction from Hudson Hope— 
Portage Mountain Dam Highway (Farrel 
Creek is on lot staked): Commencing 
at a post planted on pipe-line approxi- 
mately 4,280 feet north of Farrel Creek, 
north-west corner; thence 1 mile south; 
thence 1 mile east; thence 1 mile north; 
thence 1 mile west, and containing 640 
acres, more or less, for agricultural, graz- 
ing, and ranching purposes. 


Dated November 22, 1965. 
de30—11931 I. J. ROBERTSON. 





FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Ivan John Rob- 
ertson, of Hudson Hope, B.C., inspector, 
intends to apply for a lease of the follow- 
ing described lands, situate 5.5 miles north 
of north boundary of Lot 1264, on 
natural-gas pipe-line which runs in a 
northerly direction from Hudson Hope— 
Portage Mountain Dam Highway (Farrel 
Creek is south of lot staked): Commencing 
at a post planted on pipe-line approxi- 
mately 4,280 feet north of Farrel Creek, 
south-west corner; thence 1 mile north; 
thence 1 mile east; thence 1 mile south; 
thence 1 mile west, and containing 640 
acres, more or less, for agricultural, graz- 
ing, and ranching purposes. 


Dated November 22, 1965. 
de30—11931 I. J. ROBERTSON. 





FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Keith Dale Clark, 
P.O. Box 453, Hudson Hope, B.C., con- 
struction-worker, intends to apply for a 
lease of the following described lands, 
situate in the Milligan Creek area: Com- 
mencing at a post planted 1 mile north of 
A/LO0252817; thence one-half mile east; 
thence 14 miles south; thence one-half 
mile west; thence 14% miles north, and 
containing 480 acres, more or less, for 
argicultural purposes. 


Dated November 9, 1965. 
de23—11872 KEITH CLARK. 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Keith Dale Clark, 
P.O. Box 453, Hudson Hope, B.C., con- 
struction-worker, intends to apply for a 
lease of the following described lands, 
situate in the Milligan Creek area: Com- 
mencing at a post planted at the north- 
east corner of FA/L0252817; thence 1 
mile north; thence 1 mile west; thence 
1 mile south; thence | mile east, and 
containing 640 acres, more or less, for 
agricultural purposes. 


Dated November 9, 1965. 


KEITH DALE CLARK. 
de23—11872 


December 23, 1965 
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LAND LEASES 


NEW WESTMINSTER LAND RE- 
CORDING DISTRICT 

TAKE NOTICE that James Farris, of 
Vancouver, B.C., mechanic, intends to ap- 
ply for a lease of the following described 
lands, situate on Nelson Island: Com- 
mencing at a post planted in the south- 
east corner of proposed lot, approximately 
one-half mile west from Fearney Point; 
thence 660 feet north; thence 198 feet 
west; thence 660 feet south; thence 198 
feet east, and containing 234 acres, more 
or less, for the purpose of a summer 
home. 

Dated September 25, 1965. 


ja6—1 1980 JAMES FARRIS. 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Stradiotti 
Brothers Limited, of Vancouver, B.C., 
towboat company, intends to apply for a 
lease of the following described lands, 
situate in Pendrell Sound, Redonda Is- 
land: Commencing at a post planted ap- 
proximately 800 feet south of the south- 
east corner of Lot 3697; thence west 100 
feet; thence south 10,000 feet; thence 
east 100 feet to the shore line; thence 
north along the meanderings of the shore 
to point of commencement, and contain- 
ing 24 acres, more or less, for the purpose 
of log storage and sorting. 


Dated November 24, 1965. 


STRADIOTTI BROTHERS LIMITED. 
ja6—12013 R. Stradioiti, A gent. 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that John Millar 
Buick, of Prince George, B.C., buyer, in- 
tends to apply for a lease of the following 
described lands, situate on the shore of 
Naltesby (Bobtail) Lake, Cariboo Dis- 
trict: Commencing at a post planted on 
the lake-shore 99 feet S. 30’ E. from the 
south-west corner of Block E, District 
Lot 12176, Cariboo District; thence 660 
feet N. 60° 06’ E.; thence 99 feet S. 29° 
54’ E.; thence approximately 660 feet S. 
60° 06’ W. to the lake-shore; thence 
north-westerly along the lake-shore to 
point of commencement, and containing 
1.5 acres, more or less, for the purpose 
of a summer cabin. 


Dated December 4, 1965. 


JOHN MILLAR BUICK. 
ja6—11954 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Robert L’Ecluse, 
of Prince George, B.C., works foreman, 
intends to apply for a lease of the follow- 
ing described lands, situate on the north- 
east shore of Naltesby (Bobtail) Lake: 
Commencing at a post planted on lake- 
shore at the south-west corner of Block 
E, District Lot 12176, Cariboo District; 
thence 660 feet N. 60° 06’ E.; thence 99 
feet S. 29° 54’ E.; thence approximately 
660 feet S. 60° 06’ W.; thence north- 
westerly along the lake-shore to point of 
commencement, and containing |.5 acres, 
more or less, for the purpose of a sum- 
mer cabin. 


Dated December 4, 1965. 
ja6b—11944 R. LBCLUSE:. 
‘9 ) 


~ 


LAND LEASES 


LAND LEASES 





QUESNEL LAND RECORDING 


DISTRICT 

TAKE NOTICE that Cecil C. Atkin- 
son, of Quesnel, B.C., rancher, intends to 
apply for a lease of the following de- 
scribed lands, situate 15 chains west of 
Webster Creek: Commencing at a_ post 
planted at the north-west corner of Lot 
10033; thence west 45 chains; thence 
south 30 chains; thence east 45 chains; 
thence north 30 chains, and containing 
135 acres, more or less, for hay and pas- 
ture purposes. 

Dated November 6, 1965. 


CECIL C. ATKINSON. 
de30—11914 


QUESNEL LAND RECORDING 
DISTRICT 


TAKE NOTICE that Roland Eugene 
Nadeau, of Quesnel, B.C., lodgekeeper, 
intends to apply for a lease of the follow- 
ing described lands, situate 185 chains 
west of Tingley Creek: Commencing at 
a post planted at the north-west corner of 
Lot 9807; thence north 50 chains; thence 
west 10 chains; thence north 30 chains; 
thence east 30 chains; thence south 40 
chains; thence east 10 chains; thence 
south 20 chains; thence east 10 chains; 
thence south 20 chains; thence west 40 
chains, and containing 240 acres, more or 
less, for hay and pasture purposes. 


Dated November 6, 1965. 


ROLAND EUGENE NADEAU. 
de30—11914 





QUESNEL LAND RECORDING 
DISTRICT 


TAKE NOTICE that Roland Eugene 
Nadeau, of Quesnel, B.C., lodgekeeper, 
intends to apply for a lease of the follow- 
ing described Jands, situate 185 chains 
west of Tingley Creek: Commencing at 
a post planted at the south-west corner of 
Lot 9807; thence south 30 chains; thence 
east 45 chains; thence north 30 chains; 
thence west 45 chains, and containing 135 
acres, more or less, for hay and pasture 
purposes. 


Dated November 6, 1965. 


ROLAND EUGENE NADEAU. 
de30—11914 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that William Larry 
Owen, of Manson Creek, B.C., trading- 
post owner, intends to apply for a lease 
of the following described lands, situate 
on Olson Bay on the south shore of Ger- 
mansen Lake: Commencing at a post 
planted approximately 800 feet in an east- 
erly direction from Olson Creek and ap- 
proximately 100 feet in a southerly direc- 
tion from the shoreline of Germansen 
Lake; thence in a westerly direction ap- 
proximately 660 feet; thence in a south- 
erly direction approximately 660 feet: 
thence in an easterly direction approxi- 
mately 660 feet; thence in a northerly 
direction approximately 660 feet, and 
containing 10 acres, more or less, for the 
purpose of a fishing camp and lodge site. 


Dated November 6, 1965. 


WILLIAM LARRY OWEN. 
jaé—11940 


LILLOOET LAND RECORDING 
DISTRICT 


TAKE NOTICE that Gordon Thomas 
Dakin, Box 327, Cloverdale, B.C., main- 
tenanceman, intends to apply for a lease 
of the following described lands, situate 
in the vicinity of Marne Station on the 
Pacific Great Eastern Railway, at Ander- 
son Lake: Commencing at a post planted 
at the south-east corner of Lot 8509; 
thence north 400 feet; thence east 400 
feet to Pacific Great Eastern Railway; 
thence south 400 feet along Pacific Great 
Eastern Railway; thence west 400 feet to 
point of commencement, and containing 
4 acres, more or less, for the purpose of 
a home-site. 


Dated November 8, 1965. 


GORDON THOMAS DAKIN. 
de23—11879 


ALBERNI LAND RECORDING 
DISTRICT 


TAKE NOTICE that McCallum Sales 
Ltd., of Vancouver, B.C., fish buyers and 
processors, intends to apply for a lease of 
the following described lands, situate on 
the north side of Walters Cove at Kyu- 
quot, east of and adjacent to Lot 1649, 
Rupert District: Commencing at a post 
planted at the south-east corner of Lot 
1649, Rupert District; thence north 452 
feet, more or less, to the north-east corner 
of Lot 1649; thence east 200 feet; thence 
south 530 feet, more or less, to high- 
water mark of Walters Cove; thence 
westerly along high-water mark to point 
of commencement, and containing 2.3 
acres, more or less, for the purpose of 
Operating a fish-buying station. 


Dated November 23, 1965. 
McCALLUM SALES LTD. 


Butterfield, Hughes & Mawle, B.C. 
Land Surveyors, Agents. de23—3573 





FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Frank Werhun, 
acting as agent for Wild-Mill Farms Ltd., 
of Fort St. John, B.C., construction fore- 
man, intends to apply for a lease of the 
following described lands, situate in the 
Wildmint area: Commencing at a post 
planted at Union HBd-16-H, 94-H-2; 
thence 80 chains east; thence 80 chains 
south; thence 80 chains west; thence 80 
chains north, and containing 640 acres, 
more or less, for agricultural purposes. 


Dated November 23, 1965. 


de23—11849 FRANK WERHUN. 





FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Frank Werhun, 
acting as agent for Wild-Mill Farms Ltd., 
of Fort St. John, B.C., construction fore- 
man, intends to apply for a lease of the 
following described lands, situate in the 
Wildmint area: Commencing at a post 
planted at Union HB d-96-A, 94-H-2; 
thence 80 chains east; thence 80 chains 
south; thence 80 chains west; thence 80 
chains north, and containing 640 acres, 
more or less, for agricultural purposes. 

Dated November 23, 1965. 


de23—11849 FRANK WERHUN. 
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December 23, 1965 





LAND LEASES 


POUCE COUPE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Ruth Josephine 
Barnett, of P.O. Box 358, Chetwynd, B.C., 
housewife, intends to apply for a lease of 
the following described lands, situate in 
the vicinity of Moberly Lake and Lebleu 
Creek, Peace River District: Commencing 
at a post planted north of the north-west 
corner of Lot 492, Peace River District, 
and approximately one-half mile north of 
power-line; thence west 40 chains; thence 
north 80 chains; thence east 40 chains; 
thence south 80 chains to point of com- 
mencement, and containing 320 acres, 
more or less, for agricultural purposes. 


Dated November 15, 1965. 
de30—11927 RUTH J. BARNETT. 


VICTORIA LAND RECORDING 
DISTRICT 


TAKE NOTICE that Louis and Velva 
Heggelund, of Sooke, B.C., fisherman and 
housewife, respectively, intend to apply 
for a lease of the following described 
lands, situate in Sooke Harbour: Com- 
mencing at a point on the east boundary 
of Lot 181, Sooke District, said point 


north-west of north-west corner of Lot 


4715, on the north bank of Kuzkwa River; 
thence north-west along river 65 chains; 
thence north 35 chains; thence east 50 
chains; thence south 10 chains; thence 
east 15 chains; thence south 25 chains; 
thence west 15 chains; thence south 5 
chains, and containing 380 acres, more or 
less, for the purpose of grazing and agri- 
cultural land to maintain pack-horses year 
round for use in connection with resort on 
Tezzeron Lake. 


Dated October 24, 1965. 
de30—11925 JOHN K. JOHNSON. 





GOLDEN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Alexander Linke- 
wich, of 4102—38th Street, Red Deer, 
Alberta, pilot, intends to apply for a lease 
of the following described lands, situate 
on a true bearing of 085 degrees from 
the junction of Blaeberry River and En- 
sign Creek: Commencing at a _ post 
planted 8 chains on a true bearing of 085 
degrees from the junction of Blaeberry 
River and Ensign Creek; thence 20 chains 
north; thence 10 chains east; thence 20 
chains south; thence 10 chains west, and 
containing 20 acres, more or less, for the 


being S. 22° E. 150 feet from a post! purpose of ski area development. 


planted at the north-east corner of Lot 
181; thence N. 60° E. 120 feet; thence 
south 170 feet; thence S. 68° W. 280 feet; 
thence N. 22° W. 20 feet; thence N. 20° 
E. 90 feet, more or less, to the south-west 
corner of Lot 181; thence following along 
the south and east boundaries of Lot 181 
to point of commencement, and contain- 
ing three-quarters of an acre, more or less, 
for the purpose of mooring of fishing- 
scow, net racks, and floats. 


Dated December 3, 1965. 


LOUIS HEGGELUND. 
VELVA HEGGELUND. 


Hugh A. Noakes, B.C.L.S., Agent. 
de30—3614 


FORT FRASER LAND RECORDING 
DISTRICT 


TAKE NOTICE that John Kornelius 
Johnson, of Fort St. James, B.C., resort- 
owner, intends to apply for a lease of the 
following described lands, which includes 
area covered by S.U.P. No. 4720 already 
held in my own name, situate on the south 
shore of Tezzeron Lake: Commencing at 
a post planted at high-water mark 1 chain 
north of the north-west corner of S.U.P. 
No. 4720; thence east along lake-shore 10 
chains; thence south 3 chains perpendicu- 
lar to lake-shore; thence west parallel to 
lake-shore 10.5 chains; thence north 3 
chains to point of commencement, and 
containing 3 acres, more or less, for the 
purpose of a summer resort. 


Dated December 1, 1965. 


de30—11925 JOHN K. JOHNSON. 





FORT FRASER LAND RECORDING 
DISTRICT 


TAKE NOTICE that John Kornelius 
Johnson, of Fort St. James, B.C., resort- 
owner, intends to apply for a lease of the 
following described lands, situate on the 
north side of Kuzkwa River approxi- 
mately 114 miles north-west of the north- 
west corner of Lot 4715: Commencing at 
a post planted approximately 114 miles 


Dated October 20, 1965. 


ALEXANDER LINKEWICH. 
de30—11891 


NANAIMO LAND RECORDING 
DISTRICT 


TAKE NOTICE that Ladysmith Log 
Sorting Co. Ltd., of Chemainus, B.C., 
towboat operators, intends to apply for a 
lease of the following described lands, 
situate in Ladysmith Harbour and front- 
ing part of Shell Beach Indian Reserve 
No. 13: Commencing at a post planted 
at low-water mark off Hunter Point; 
thence N. 15° W. 1,000 feet; thence S. 
75° W. 500 feet; thence S. 15° E. 1,000 
feet; thence N. 75° E. 500 feet, and con- 
taining 11.48 acres, more or less, for the 
purpose of log storage. 


Dated November 30, 1965. 


LADYSMITH LOG SORTING 
CO; LTD. 


C. Jackman, B.C.LS., 


de30—11885 Agent. 


NEW WESTMINSTER LAND RE- 
CORDING DISTRICT 


TAKE NOTICE that Henning Ancher 
Andreassen, of 13715 Blackburn Avenue, 
White Rock, B.C., mechanic, intends to 
apply for a lease of the following de- 
scribed lands, situate on the west side 
(shore) of Pitt Lake, approximately 1 mile 
west-south-west of Goose Island: Com- 
mencing at a post planted behind prom- 
inent rock, approximately 210 feet south 
of Lot 6914, Block H (IPWT), south- 
east corner; thence from post planted at 
north-east corner 144 feet south; thence 
200 feet west; thence 144 feet north; 
thence 200 feet east, and containing 1 
acre, more or less, for the purpose of a 
summer cottage. 


Dated November 10, 1965. 


HENNING ANCHER ANDREASSEN. 
de30—11903 


LAND LEASES 


KASLO LAND RECORDING 
DISTRICT 


TAKE NOTICE that Kootenay Forest 
Products Ltd., of Nelson, B.C., and H. R. 
Stafford & Sons Ltd., of Harrop, B.C., 
lumber companies, intend to apply for a 
lease of the following described lands, 
situate on Kootenay Lake in the vicinity 
of Coffee Creek: Commencing at a post 
planted in the vicinity of the north-east 
corner of Lot 185, Kootenay District; 
thence 1,500 feet, more or less, in a south- 
erly direction along the high-water line; 
thence in an easterly direction for 200 
feet; thence in a northerly direction for 
1,500 feet, more or less, in a line parallel 
to the high-water line and 200 feet east 
of said line; thence 200 feet west back to 
point of commencement, and containing 
7 acres, more or less. 


Dated November 29, 1965. 


KOOTENAY FOREST PRODUCTS 
iD: 
H. R. STAFFORD & SONS LTD. 
de30—11917 John Fenger, Agent. 


KASLO LAND RECORDING 
DISTRICT 


TAKE NOTICE that Kootenay Forest 
Products Ltd., of Nelson, B.C., lumber 
company, intends to apply for a lease of 
the following described lands, situate on 
Kootenay Lake in the vicinity of Wood- 
berry Creek: Commencing at a post 
planted at the north-east corner of Lot 
746, Kootenay District; thence along the 
high-water line in a southerly direction 
for 600 feet; thence in an easterly direc- 
tion for 200 feet; thence in a northerly 
direction for 600 feet parallel to the high- 
water line and 200 feet east of the said 
high-water line; thence 200 feet in a 
westerly direction back to point of com- 
mencement, and containing 2 acres, more 
or less, for the purpose of booming logs. 


Dated November 29, 1965. 


KOOTENAY FOREST PRODUCTS 
LID. 


de30—11917 John Fenger, Agent. 





VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Columbia Coast 
Logging Co. Ltd., of Vancouver, B.C., 
loggers, intends to apply for a lease of 
the following described lands, situate on 
the west shore of the most easterly chan- 
nel of the Lower Squamish River, and 
west of Squamish: Commencing at a 
post planted on the west bank of the 
Squamish River, the east boundary of Lot 
4268, approximately 20 chains N. 40° W. 
from the south corner of Lot 1, part of 
Lot 486, New Westminster District; thence 
in a northerly direction along the west 
shore of the Squamish River 20 chains; 
thence N. 77° E. 2 chains; thence S. 13° 
E. 20 chains; thence S. 77° W. 2 chains 
to point of commencement, and contain- 
ing 5 acres, more or less, for the purpose 
of storage of log booms. 


Dated December 7, 1965. 


COLUMBIA COAST LOGGING 
Co. LTD. 


ja6é—11964 E. P. Jones, Agent. 
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LAND LEASES 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Howard Elwin 
Lynn, of Fort St. John, B.C., farmer, | 
intends to apply for a lease of the follow- 
ing described lands, situate 142 miles west 
of Stake 63, Lot 2674, Aiken Creek, 
Peace River District: Commencing at a 
post planted at the south-east corner; 
thence | mile west; thence | mile north; 
thence | mile east; thence | mile south, 
and containing 640 acres, more or less, 





for farming and ranching purposes. 
Dated November 22, 1965. 


HOWARD ELWIN LYNN. 
jal3—12034 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Howard Elwin 
Lynn, of Fort St. John, B.C., farmer, 
intends to apply for a lease of the follow- 
ing described lands, situate 142 miles west 
and | mile north of Stake 63, Lot 2674, 
Aixen Creek, Peace River District: Com- 
mencing at a post planted at the south- 
east corner; thence | mile west; thence 
t mile north; thence 1 mile east; thence 
{ mile south, and containing 640 acres, 
more or less, for farming and ranching 





purposes. 
Dated November 22, 1965. 


HOWARD ELWIN LYNN. 
jal3—12034 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Arthur Warren 
Horsnell, of Prince George, B.C., Provin- 
cial civil servant, intends to apply for a 
lease of the following described lands, 
situate on the east shore of Naltesby 
(Bobtail) Lake: Commencing at a post 
planted 15 chains S. 52° 36’ E. of iron 
post at south-west corner of District Lot 
12182, Cariboo District; thence 10 chains 
N. 37° 24’ E.; thence 3 chains N. 52° 
36’ W.; thence 10 chains S. 37° 24’ W.; 
thence approximately S. 52° 36’ E. along 
lake-shore to point of commencement, 
and containing 3 acres, more or less, for 
the purpose of a summer-cabin site. 


Dated December 10, 1965. 
jal3—12076 A. W. HORSNELL. 


WILLIAMS LAKE LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Dane Brothers 
Ranch Limited, of Kleena Kleene, B.C., 
ranching company, intends to apply for 
a lease of the following described lands, 
situate 3 miles south-east of One Eye 
Lake: Commencing at a post planted at 
the north-west corner of Lot 1220, Range 
2, Coast District; thence 10 chains south; 
thence 80 chains west; thence 20 chains 
north; thence 80 chains west; thence 50 
chains north; thence 20 chains east; 
thence 20 chains south; thence 80 chains 
east; thence 10 chains south; thence 60 
chains east; thence 30 chains south to 
point of commencement, and containing 
620 acres, more or less, for hay and 
grazing purposes. 


Dated November 26, 1965. 


DANE BROTHERS RANCH LIMITED. 
de30—11928 A. W. Bittner, Agent. 


LAND LEASES 


LILLOOET LAND RECORDING 


DISTRICT 

TAKE NOTICE that Gordon George 
Wallace, of 1114 Crestline Drive, West 
Vancouver, B.C., manager, intends to ap- 
ply for a lease of the following described 
lands, situate on the north side of Lil- 
looet Lake below Hydro Tower 94.2 and 
198 feet west of the stake of Alan Franks: 
Commencing at a post planted at the 
south-east corner; thence 198 feet west; 
thence 600 feet north; thence 198 feet 
east; thence 600 feet south, and contain- 
ing 3 acres, more or less, for the purpose 
of a summer home. 

Dated November 20, 1965. 


GORDON GEORGE WALLACE. 
jal3—3688 


LILLOOET LAND RECORDING 
DISTRICT 


TAKE NOTICE that Alan Franks, of 
3071 Newmarket Drive, North Vancou- 
ver, B.C., secretary, intends to apply for 
a lease of the following described lands, 
situate on the north side of Lillooet Lake 
below the Hydro Tower 94.2 and 198 feet 
west of the stake of Mr. Gedich: Com- 
mencing at a post planted at the south- 
east corner; thence 198 feet west; thence 
600 feet north; thence 198 feet east; 
thence 600 feet south, and containing 3 
acres, more or less, for the purpose of a 
summer home. 


Dated November 20, 1965. 
jal3—3688 ALAN FRANKS. 





LILLOOET LAND RECORDING 
DISTRICT 


TAKE NOTICE that James G. Foss, 
of 1370 Humboldt Street, Reno, Nev., 
U.S.A., novelty businessman, intends to 
apply for a lease of the following de- 
scribed lands, situate on the east shore of 
Drewery Lake, adjoining Block B of Lot 
8489, Lillooet District: Commencing at 
a post planted at the south-east corner of 
Block B of Lot 8489, Lillooet District; 
thence north 198 feet; thence west ap- 
proximately 600 feet to lake-shore; thence 
south along lake-shore to north-west cor- 
ner of Block B, Lot 8489; thence east to 
point of commencement, and containing 
3 acres, more or less, for the purpose of 
a summer cottage. 


Dated November 21, 1965. 


JAMES GORDON FOSS. 
jal13—12122 B. E. Jones, Agent. 


POUCE COUPE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Gordon Grant 
Webb, Box 504, Chetwynd, B.C., mill- 
worker, intends to apply for a lease of the 
following described lands, situate at Half 
Moon Lake and Bond Siding: Commenc- 
ing at a post planted 80 chains due east of 
the south-east corner of Lot 554, Peace 
River District; thence approximately 60 
chains north; thence approximately 105 
chains east; thence approximately 60 
chains south; thence approximately 105 
chains west to point of commencement, 
and containing 720 acres, more or less, 
for agricultural and grazing purposes. 


Dated November 12, 1965. 


GORDON GRANT WEBB. 
jal3—12064 





LAND LEASES 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Howard Benja- 
min Gibson, of Prince George, B.C., 
forest engineer, intends to apply for a 
lease of the following described lands, 
situate on the east shore of Naltesby 
Lake: Commencing at a post planted at 
the high-water mark on the east shore of 
Naltesby Lake 24% miles, more or less, 
south of the north end of said lake; thence 
east 10 chains; thence north 3 chains; 
thence west 10 chains; thence along the 
shore of Naltesby Lake to point of com- 
mencement, and containing 3 acres, more 
or less, for the purpose of a cabin-site. 


Dated October 30, 1965. 
de23—11855 H. B. GIBSON. 


FORT FRASER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Fraser Lake Saw- 
mills Limited, of Fraser Lake, B.C., 
lumber-manufacturer, intends to apply for 
a lease of the following described lands, 
situated approximately 2% miles from the 
west end of Francois Lake on the south 
shore: Commencing at a post planted 
at centre line of Lot 2476, Range 4, 
Coast District; thence south 3 chains; 
thence W. 35° N. 10 chains; thence north 
3 chains; thence in an easterly direction 
along shore to point of commencement, 
and containing 24% acres, more or less, 
for the purpose of a log-landing. 


Dated November 24, 1965. 
FRASER LAKE SAWMILLS 





de30—11924 LIMITED. 
FORT FRASER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Fraser Lake Saw- 
mills Limited, of Fraser Lake, B.C., 
lumber-manufacturer, intends to apply for 
a lease of the following described lands, 
situated approximately 242 miles from the 
west end of Francois Lake on the south 
shore: Commencing at a post planted 
at centre line of Lot 2476, Range 4, 
Coast District; thence in a westerly direc- 
tion along shore for approximately 10 
chains; thence N. 35° E. 2% chains; 
thence E. 35° S. 9 chains; thence south 
1% chains to point of commencement, 
and containing 2% acres, more or less, for 
the purpose of a booming area. 


Dated November 24, 1965. 
FRASER LAKE SAWMILLS 





de30—11924 LIMITED. 
QUESNEL LAND RECORDING 
DISTRICT 


TAKE NOTICE that Ronald W. Callis, 
of Pantage Lake, B.C., rancher, intends to 
apply for a lease of the following de- 
scrided lands, situate in the Vicinity of 
Pantage Lake: Commencing at a post 
planted 130 chains south from the south- 
east corner of Lot 7988; thence east 20 
chains; thence south 20 chains; thence 
west 40 chains; thence north 20 chains: 
thence east 20 chains to point of com. 
mencement, and containing 80 acres, 
more or less, for the purpose of hay land 
and grazing. 


Dated December 3, 1965. 


de30—11933 Ry W.2CALLIs; 
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LAND LEASES 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Clemens Joseph 
Reiffer, of Hudson Hope, B.C., construc- 
tion-worker, intends to apply for a lease 
of the following described lands, situate 
5.5 miles north of north boundary of Lot 
1264, on natural-gas pipe-line which runs 
in a northerly direction from Hudson 
Hope—Portage Mountain Dam Highway 
(Farrel Creek is south of lot staked): 
Commencing at a post planted on pipe-line 
approximately 4,280 feet north of Farrel 
Creek, south-east corner; thence 1 mile 
north; thence 1 mile west; thence 1 mile 
south; thence 1 mile east, and containing 
640 acres, more or less, for agricultural, 
grazing, and ranching purposes. 


Dated November 22, 1965. 
de30—11931 C. J. REIFFER. 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Clemens Joseph 
Reiffer, of Hudson Hope, B.C., construc- 
tion-worker, intends to apply for a lease 
of the following described lands, situate 
5.5 miles north of north boundary of Lot 
1264, on natural-gas pipe-line which runs 
in a northerly direction from Hudson 
Hope—Portage Mountain Dam Highway 
(Farrel Creek is on lot staked): Com- 
mencing at a post planted on pipe-line 
approximately 4,280 feet north of Farrel 
Creek, north-east corner; thence 1 mile 
south; thence 1 mile west; thence 1 mile 
north; thence 1 mile east, and containing 
640 acres, more or less, for agricultural, 
grazing, and ranching purposes. 


Dated November 22, 1965. 
de30—11931 C. J. REJFFER. 





POUCE COUPE LAND RECORDING 


DISTRICT 


TAKE NOTICE that John Henry 
Melnychuk, of P.O. Box 274, Chetwynd, 
B.C., labourer, intends to apply for a lease 
of the following described lands, situate 
in the vicinity of Wabi Siding, Peace River 
District: Commencing at a post planted 
at the north-west corner of Lot 2680, 
Peace River District; thence one-half mile 
east; thence one-half mile north; thence 
1 mile west; thence one-half mile south; 
thence one-half mile east to point of com- 
mencement, and containing 320 acres, 
more or less, for agricultural and pasture 
purposes. 

Dated November 26, 1965. 


de30—11927 J. H. MELNYCHUK. 





POUCE COUPE LAND RECORDING 
DISTRICT 


TAKE NOTICE that John Henry 
Melnychuk, of P.O. Box 274, Chetwynd, 
B.C., labourer, intends to apply for a lease 
of the following described lands, situate 
in the vicinity of Wabi Siding, Peace River 
District: Commencing at a post planted 
at the north-west corner of Lot 2680, 
Peace River District; thence 1 mile south; 
thence one-half mile west; thence 1 mile 
north; thence one-half mile east to point 
of commencement, and containing 320 
acres, more or less, for agricultural and 
pasture purposes. 

Dated November 26, 1965. 


de30—11927 J. H. MELNYCHUK. 


LAND LEASES 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Virginia J. Mill, 
of Prince George, B.C., B.C. Government 
employee, intends to apply for a lease of 
the following described lands, situate on 
the north-east shore of Naltesby (Bobtail) 
Lake, Cariboo District: Commencing at 
a post planted on the lake-shore 297 feet 
S. 30° E. from the south-west corner of 
Block E, District Lot 12176, Cariboo 
District; thence 660 feet N. 60° 06’ E.; 
thence 99 feet S. 29° 54’ E.; thence ap- 
proximately 660 feet S. 60° 06’ W. to 
lake-shore; thence north-westerly along 
lake-shore to point of commencement, 
and containing 1.5 acres, more or less, 
for the purpose of a summer cabin. 


Dated December 4, 1965. 
ja6—11946 VIRGINIA J. MILL. 





FORT GEORGE LAND RECORDING 


DISTRICT 


TAKE NOTICE that Eagle Lake Saw- 
mills Limited, of Giscome, B.C., lumber- 
manufacturer, intends to apply for a lease 
of the foilowing described lands, situate 
in the north-east portion of Eaglet Lake, 
south of Lots 8362 and 7942 and adja- 
cent to Lot 11882, Cariboo District, at 
Newlands: Commencing at a post planted 
at the north-west corner of Lot 11882; 
thence 14:5 chains S. 20° 28’ E. to the 
south-west corner of Lot 11882; thence 
67.5 chains S: 69° 32% Ws thence 6 
chains north to the most southerly south- 
west corner of Lot 7942; thence north- 
easterly along the shore of Eagle Lake 
to point of commencement, and contain- 
ing 108 acres, more or less, for the pur- 
pose of booming logs. 


Dated December 9, 1965. 


EAGLE LAKE SAWMILLS 
ja6—11986 LIMITED. 


FORT FRASER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Park Brothers 
Limited, of 1595 Fifth Avenue, Prince 
George, B.C., logging and sawmill gen- 
eral contractors, intends to apply for a 
lease of the following described lands, 
situate on the southerly shore of the 
easterly end of Tezzeron Lake, between 
District Lot 7641, Range 5, Coast Dis- 
trict, and a point 10 chains east of the 
east boundary of S.T.L. 4275P, Range 5, 
Coast District: Commencing at a point 
on the high-water mark of the south 
shore of Tezzeron Lake, said point being 
10 chains east and 7 chains north of the 
north-east corner of S.T.L. 4275P, Range 
5, Coast District; thence N. 30° W. 3 


chains; thence west 20 chains; thence 
N. 55° W. 15 chains; thence west 15 
chains; thence N. 60° W. 20 chains; 


thence N. 50° W. 35 chains, more or less, 
to a point due east of the south-east cor- 
ner of Lot 7641, Range 5, Coast District; 
thence west 4 chains, more or less, to the 
said high-water mark; thence following 
said high-water mark in a general south- 
easterly direction to point of commence- 
ment, and containing 75 acres, more or 
less, for the purpose of foreshore boom- 
ing-ground, 


Dated November 3, 1965. 


PARK BROTHERS LIMITED. 
ja6—11949 


LAND LEASES 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that Larry Douglas 
Sealey, of 2136 West Fourth Avenue, 
Vancouver, B.C., surveyor, intends to 
apply for a lease of the following de- 
scribed lands, situate on the north shore 
of Skookumchuck Narrows, in the vicinity 
of Egmont and east of Lot 7172, the east 
boundary of Lot 7172 being the west 
boundary of leasehold to be applied for: 
Commencing at a post planted at the 
south-east corner of Lot 7172 beside a 
survey pin there; thence north 5.7 chains, 
more or less; thence east 3 chains, more or 
less; thence south 9 chains, more or less; 
thence north-west along high-water mark 
5 chains, more or less, and containing 2.2 
acres, more or less, for the purpose of a 
summer home and eventual residence. 


Dated November 22, 1965. 


de30—11902 L. D, SEALEY. 


ALBERNI LAND RECORDING 
DISTRICT 


TAKE NOTICE that Tahsis Company 
Ltd., of Vancouver, B.C., lumber-manu- 
facturers, intends to apply for a lease of 
the following described lands, situate on 
Muchalat Inlet, one-half mile west of Gold 
River: Commencing at a post planted at 
the south-west corner of Lot 74, Nootka 
District; thence north-westerly along 
high-water mark of Muchalat Inlet to a 
point 660 feet west of the west boundary of 
Lot 74; thence S. 20° W. 300 feet; thence 
S. 70° E. 660 feet; thence N. 20° E. 300 
feet, more or less, to point of commence- 
ment and containing 5.4 acres, more or 
less, for the purpose of pulp-mill effluent 
apparatus. 


Dated November 25, 1965. 


TAHSIS COMPANY LTD. 


D. R. O. Lennox, P.Eng., 


de30—11912 Agent. 


FORT GEORGE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Intercontinental 
Pulp Company Ltd., of Vancouver, B.C., 
manufacturers of pulp, intends to apply 
for a lease of the following described 
lands, situate south-west of Morfee Lakes 
on the easterly margin of the Peace River 
flood basin: Commencing at a_ post 
planted on the easterly high-water mark 
of the Peace flood reservoir on the south 
bank of Gagnon Creek at its point of 
confluence with the Parsnip River; thence 
easterly following the southerly high- 
water mark of said Gagnon Creek to the 
westerly boundary of the Pacific Great 
Eastern right-of-way; thence in a general 
southerly and south-easterly direction fol- 
lowing said right-of-way for a distance of 
approximately 135 chains; thence due 
south 130 chains; thence due west 80 
chains, more or less, to the easterly high- 
water mark of Parsnip River; thence 
northerly following said high-water mark 
to point of commencement, and contain- 
ing 1,255 acres, more or less, for indus- 
trial purposes. 


Dated October 28, 1965. 


INTERCONTINENTAL PULP 


COMPANY LTD. 
de30—11886 
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LAND LEASES 


POUCE COUPE LAND RECORDING 
DISTRICT 


TAKE NOTICE that Nester Vladie- 
mere Melnychuk, Box 274, Chetwynd, 
B.C., labourer, intends to apply for a 
lease of the following described lands, 
situate in the vicinity of Wabi Siding: 
Commencing at a post planted at the 
north-east corner of Lot 1918, Peace 
River District; thence 1 mile north; 
thence 1 mile east; thence 1 mile south; 
thence | mile west to point of commence- 
ment, and containing 640 acres, more or 
less, for agricultural and pasture purposes. 

Dated November 19, 1965. 


NESTER V. MELNYCHUK. 
de23—11857 


WILLIAMS LAKE LAND RECORD- 
ING DISTRICT 


TAKE NOTICE that Clifford South- 
wood, of Chilanko Forks P.O., B.C., re- 
sort-owner and rancher, intends to apply 
for a lease of the following described 
lands, situate on the north slope of Puntzi 
Ridge, Range 3, Coast District: Com- 
mencing at a post planted 3,630 feet west 
of the south-east corner of Lot 1771; 
thence north 2,640 feet; thence west 
1980 feet; thence south 2,640 feet; thence 
east 1,980 feet to point of commence- 
ment, and containing 120 acres, more or 
less, for grazing purposes. 


Dated November 8, 1965. 


CLIFFORD SOUTHWOOD. 
de23—11859 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Rudy Willms, of 
Fort St. John, B.C., farmer, intends to 
apply for a lease of the following de- 
scribed lands, situate in the Blueberry 
area, in the vicinity of Mile 87, Alaska 
Highway: Commencing at a post planted 
three-quarters of a mile west of a pipe 
post situated on the north boundary of 
Peace River Block line; thence south 
four tenths of a mile; thence west one- 
quarter mile; thence south 1 mile; thence 
west one-half mile; thence north 1440 
miles; thence east three-quarters of a 
mile to point of commencement, and con- 
taining 550 acres, more or less, for agri- 
cultural purposes. 


Dated November 5, 1965. 





RUDY WILLMS. 


de23—11849 Leslie Peters, Agent. 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Rudy Willms, of 
Fort St. John, B.C., farmer, intends to 
apply for a lease of the following de- 
scribed lands, situate in the Blueberry 
area, in the vicinity of Mile 87, Alaska 
Highway: Commencing at a post planted 
14409 miles south and 1 mile west of a 
pipe post situated on the north boundary 
of Peace River Block line, in Township 
88, Range 22; thence 1 mile south; thence 
1 mile west; thence 1 mile north; thence 
1 mile east to point of commencement, 
and containing 640 acres, more or less, 
for agricultural purposes. 


Dated November 5, 1965. 


RUDY WILLMS. 
Leslie Peters, Agent. 





de23—11849 
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LAND LEASES 


FORT ST. JOHN LAND RECORDING 
DISTRICT 


TAKE NOTICE that Myrtle Hirtz, of 
Fort St. John, B.C., housewife, intends to 
apply for a lease of the following de- 
scribed lands, situate 6 miles north of 
Cecil Lake on the South-east Quarter of 
Section 2, Township 86, Range 17: Com- 
mencing at a post planted at the north- 
east corner of Section 35, Township 85, 
Range 17; thence 160 rods north; thence 
160 rods west; thence 160 rods south: 
thence 160 rods east, and containing 160 
acres, more or less, for agricultural pur- 
poses. 


Dated November 19, 1965. 


MYRTLE HIRTZ. 


de23—11835 Frank Hirtz, Agent. 


SMITHERS LAND RECORDING 
DISTRICT 


TAKE NOTICE that Leroy Mickens, 
of 1217 South 268th Street, Kent, Wash., 
U.S.A., supervisor, intends to apply for 
a lease of the following described lands, 
situate at Takla Lake, approximately 7 
miles north of Takla Landing on the east 
shore, 14% miles north of white bluff and 
in a cove next to rock bluff: Commencing 
at a post planted at the south-east corner: 
thence westerly 190 feet along shoreline; 
thence northerly 660 feet; thence easterly 
190 feet; thence southerly 660 feet to 
point of commencement, and containing 
2.9 acres, more or less, for the purpose 
of a summer cabin. 


Dated October 30, 1965. 
de23—11826 LEROY MICKENS. 


VANCOUVER LAND RECORDING 
DISTRICT 


TAKE NOTICE that The Cattermole- 
Trethewey Contractors Ltd., of 837 West 
Hastings Street, Vancouver 1, B.C., log- 
ging industry, intends to apply for a lease 
of the following described lands, situate 
at Quatam Bay, Ramsay Arm, Range 1, 
Coast District: Commencing at a post 
planted approximately 11 chains north- 
westerly along the shoreline from the 
north-west corner of Lot 1800; thence 
S. 40° W. 11 chains; thence S. 30° E. 16 
chains; thence N. 40° E. 11 chains; 
thence north-westerly along shoreline 5 
chains to point of commencement, and 
containing 17.6 acres, more or less, for 
the purpose of a booming-ground. 


Dated November 22, 1965. 


THE CATTERMOLE-TRETHEWEY 
CONTRACTORS LTD. 
de23—11854 R. A. Savola, Agent. 





PRIVATE BILLS 


NOTICE 


NOTICE is hereby given that an appli- 
cation will be made to the Legislative 
Assembly of the Province of British Co- 
lumbia, at its next session, on behalf of 
the Seaboard Life Insurance Company for 
an Act to amend the Seaboard Assurance 
Company Act, 1953, as follows:— 

1. Section 6 of chapter 46 of the Stat- 
utes of British Columbia, 1953 (Second 
Session), shall be amended by deleting 
section 6 of the said Act and substituting 
the following therefor :— 





“6, The capital of the Company shall 
be five million dollars divided into one 
million shares of five dollars each: Pro- 
vided always that the Company, 1n gen- 
eral meeting, may, subject to the provi- 
sions of section 8 of the Companies Act, 
increase or decrease its capital from time 
to time.” 

2. The said chapter 46 shall be amended 
by inserting the following as section 6B:— 

“6p. Each shareholder shall forthwith 
surrender to the Company his share cer- 
tificate and shall receive a certificate for 
two shares of the capital stock of the 
Company of the par value of five dollars 
in lieu of each share surrendered of the 
par value of ten dollars. The amount 
treated as paid up on each new share 
issued in exchange shall be one-half the 
amount paid up or treated as paid up in 
respect of the shares surrendered.” 

And such other amendments as shall 
be made by such Act. 

Dated at Vancouver, B.C., this 20th 
day of December, 1965. 


SEABOARD LIFE INSURANCE 
COMPANY. 


jal3—3733 C. H. Wills, Secretary. 


NOTICE 


NOTICE is hereby given that an ap- 
plication will be made to the Legislative 
Assembly of the Province of British Co- 
lumbia, at its next session, for an Act to 
incorporate Heritage Life Assurance Cor- 
poration as a body corporate and politic 
with power to engage in the following 
classes of the insurance business, that is 
to say:— 

1. Personal accident insurance. 

2. Life insurance (including annuities 
and endowments of all kinds and disa- 
bility insurance). 

3. Sickness insurance. 

ja13—3720 


NOTICE 


NOTICE is hereby given that applica- 
tion will be made by the City of Vancou- 
ver to the Legislative Assembly of the 
Province of British Columbia, at its next 
session, for an Act to amend the Van- 
couver Charter to provide for the follow- 
ing matters: — 


1. To amend the said Act to remove 
property qualifications for candidates for 
the offices of Mayor and Aldermen. 

2. To amend the said Act to require a 
deposit of $200 to be made by candidates 
for the office of Mayor and a deposit of 
$100 to be made by candidates for the 
office of Alderman, and to provide for the 
subsequent disposition of such deposits. 


3. To amend section 44 to delete the 
reference to a tax certificate and to refer 
to the deposit referred to above. 


_4. To amend section 165 to give Coun- 
cil power to fix the quorum for commit- 
tees, which may be less than a majority 
of the members. 


_5. To further amend section 165 to 
give Council power to provide for the 
destruction of obsolete documents. 


6. To amend section 190 to remove the 
present requirement that all leases in 
excess of thirty years must have the ap- 
proval of the electors, and to exclude the 
Crown and Crown agencies from the re- 
quirement that the approval of the electors 
must be obtained for any sale of real prop- 
erty with a value in excess of $200,000; 
and to provide that this section shall be 
deemed to have come into force and 
taken effect on January 1, 1964. 
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7. To re-enact section 271 to give 
police power to enter premises for the 
purposes of assisting the Licence Inspec- 
tor in the enforcement of the Licence 
By-law. 

8. To amend section 291 to give the 
City authority to remove snow and ice 
from sidewalks and to charge the cost to 
the owner of adjacent property. 

9. To amend section 292 to require, 
as a condition of approval of subdivision 
of land in excess of 20 acres, that land 
to the amount of 10 per cent of the total 
area of the land subdivided be conveyed 
to the City, without cost. 

10. To amend section 306 to give 
Council power to require that in the con- 
struction of any building, suitable provi- 
sion shall be made for off-street parking. 

11. To amend section 323 to provide 
for the regulation and control of noise 
and to delegate to the Mayor power to 
grant permits to meet exceptional circum- 
stances. 

12. To amend the said Act by inserting 
section 335a to provide for application 
by way of motion to a Supreme Court 
Judge to permit city officials to enter pri- 
vate premises for the purpose of enforcing 
City by-laws on such conditions as he 
considers reasonable, where entry has 
been refused. 

13. To amend section 370 to establish 
March Ist as the date for the assessment 
roll supplement. 

14. To amend section 396 to permit 
charitable institutions to hold real prop- 
erty in the name of trustees. 

15. To amend section 397 to make it 
clear that this section applies to lessees of 
Crown property. 

16. To amend the said Act by inserting 
section 474 to empower Council to com- 
pensate persons who suffer property dam- 
age or personal injury occasioned by rea- 
son of voluntarily assisting the police in 
the performance of their duties. 

17. To re-enact section 486 to exempt 
candidates for Park Board from the ne- 
cessity of making a deposit as a condition 
of running for office. 

18. To re-enact section 515 to author- 
ize Council to levy a local improvement 
tax on the property specially benefited by 
a local improvement project as soon as 
the property owners’ share is known, 
without waiting for the completion of the 
project. 

19. To amend section 516 to permit the 
payment schedules to local improvement 
by-laws to be embodied in the by-laws by 
reference rather than annexing the sched- 
ules to the by-laws, and to provide that 
the schedules will be deposited with the 
Assessment Commissioner and remain on 
file for examination during the term of 
the by-law. 

20. To amend subsection (1) of section 
5238 by deleting reference to “ special 
rate.” In this respect, see explanation 
contained in section 21 of this notice. 

21. To amend subsections (4) and (5) 
of section 5238 to provide that it shall 
not be necessary to set forth in a local 
improvement by-law presented to the 
electors under this section, the annual rate 
per front foot or annual rate based on 
the assessed value. However, it shall be 
necessary to state whether the levy will 
be made on a frontage or assessed value 
basis. ; 

22. To further amend section 523B by 
adding a subsection specifying the sections 
in Part XXIV which apply to a local im- 
provement project carried out under sec- 
tion 523B. 

23. To amend section 565, to author- 
ize the Council by by-law to delegate to 


City officials some powers of discretion 
in the interpretation and administration 
of the Zoning and Development By-law 
in order to streamline development per- 
mit procedures and to speed up the issu- 
ance of development permits. 


R. K. BAKER, 
Corporation Counsel, 
City of Vancouver. 


jal3—3715 


Vancouver, B.C., 
December 17, 1965. 


NOTICE 


NOTICE is hereby given that an appli- 
cation will be made to the Legislative 
Assembly of the Province of British Co- 
lumbia, at its next session, for an Act to 
amend The Granby Consolidated Mining, 
Smelting and Power Company Act, 1901, 
The Granby Consolidated Mining, Smelt- 
ing and Power Company Act, 1901, 
Amendment Act, 1904, The Granby Con- 
solidated Mining, Smelting and Power 
Company Act, 1901, Amendment Act, 
1906, The Granby Consolidated Mining, 
Smelting and Power Company Act, 1901, 
Amendment Act, 1936 (Second Session), 
and The Granby Consolidated Mining, 
Smelting and Power Company Act, 1901, 
Amendment Act, 1959 as follows: — 

1. By amending all of the above Acts 
to delete therefrom the words “The 
Granby Consolidated Mining, Smelting 
and Power Company Act, 1901 ” appear- 
in both the long and the short titles 
thereof, and to substitute therefor “The 
Granby Mining Company Limited Act,” 
so that the names of those Acts and the 
Company’s name will be the same. 

2. By amending section 4 of the present 
Act to renumber that section as section 3 
and by. further amending the same to 
delete the reference therein to the issue 
by the Company of shares at a discount. 
The ability of the Company to issue 
shares at a discount is repugnant to those 
situations where the shares of a company 
have a nominal or par value as is the 
situation with respect to the Company’s 
present shares. 

3. By further amending said section 4 
to provide that the liability of the mem- 
bers of the Company is limited. 

4. (a) By declaring the present author- 
ized capital of the Company and by pro- 
viding that such may be altered from 
time to time pursuant to resolutions of 
the shareholders of the Company. The 
Company wishes to have the flexibility 
pertaining to its authorized capital that is 
available to all companies that are incor- 
porated under the Companies Act of the 
Province of British Columbia, so that the 
Company may from time to time by reso- 
lution of its shareholders (without limit- 
ing) 

(i) vary, reorganize, increase, reduce, 
diminish, cancel, exchange, con- 
solidate, and subdivide the whole 
or any part of its authorized capi- 
tal (both present and future); 
vary, reorganize, increase, reduce, 
diminish, cancel, exchange, con- 
solidate, and subdivide the whole 
or any part of the shares of the 
Company without nominal or par 
value (if any); 
convert the whole or any part of 
its authorized capital (both present 
and future), so that the Company 
is authorized to issue shares with- 
out nominal or par value, and to 
reconvert the same; 

(iv) create and attach to any of its 
issued and unissued shares, or any 
part thereof, any special rights, 
privileges, or restrictions; and 


(ii) 


(iii) 


(v) vary or abrogate said rights, privi- 
leges, or restrictions. 

At the present time the Company’s exist- 
ing authorized capital can only be in- 
creased pursuant to the approval of the 
Lieutenant-Governor in Council of the 
Province of British Columbia, and can 
only be otherwise altered by an Act of 
the Legislative Assembly of the Province 
of British Columbia. 

(b) To accomplish the foregoing flexi- 
bility the present Act is being amended by 
the insertion therein of a new section 4, 
by the repealing of the present section 5 
and the substitution thereof with a new 
section 5, by the repealing of the present 
section 39 and the substitution thereof 
with a new section 39, and by the enact- 
ment of a new section 40. Said section 
40 also renders applicable to the Com- 
pany certain sections of the Companies 
Act, Revised Statutes of British Colum- 
bia, 1960, as amended by the Statutes of 
1961, 1962, 1963, and 1965, some of 
which said sections have applied to the 
Company since the Statutes of 1959, some 
of which said sections will be rendered 
applicable to the Company as being inci- 
dental to the flexibility aforesaid, and the 
balance of which said sections will render 
applicable to the Company various mat- 
ters and requirements imposed upon or 
in relation to all companies that are incor- 
porated under the said Companies Act, 
as amended by the said Statutes. Said 
section 40 will, however, delineate the 
manner in which some of the said sections 
shall be construed and applied to the 
Company so that the same shall be in 
conjunction with and in conformity to the 
provisions of “ The Granby Mining Com- 
pany Limited Act,” as amended. 

5. By amended section 9 of the present 
Act, as amended, by inserting therein sub- 
sections (3) and (4) to provide that a 
copy of the Company’s by-laws be filed 
with the Registrar of Companies and that 
any alteration, amendment, repeal, sup- 
plement, or substitution thereto or thereof 
subsequent to that filing be similarly filed. 
At the present time the by-laws of the 
Company are not a matter of public 
record. 


And such other amendments as shall 
be made by such Act. 


Dated at Vancouver, British Columbia, 
this 16th day of December, 1965. 


GUILD, YULE, SCHMITT, LANE, 


COLLIER & HINKSON, 
Solicitors. 


jal13—3707 


703, 470 Granville Street, 
Vancouver, B.C. 


NOTICE 


NOTICE is hereby given that an appli- 
cation will be made to the Legislative 
Assembly of the Province of British Co- 
lumbia at its next session, commencing 
on January 27, 1966, on behalf of the 
Association of Professional Engineers of 
the Province of British Columbia for an 
Act to replace the Engineering Profession 
Act, being chapter 128 of the Revised 
Statutes of British Columbia, 1960, and 
amending Acts, with a new Act, to be 
entitled the “Engineering Profession Act, 
1966,” to provide for revision of the regu- 
lation of the profession of engineering 
within the Province and including provi- 
sion for the following:— 


(1) To revise the definition of the 
practice of professional engineer- 
ing so as to define more specifically 
the tasks which constitute the prac- 
tice of engineering: 


December 23, 1965 


THE BRITISH COLUMBIA GAZETTE 


2869 


ia a —eeeeeeeeeeeeeee eee eee 


(2) To add certain definitions to the 
Act including that of ‘conduct 
unbecoming a member,” “licence,” 
“licensee,” “permit,” and other 
terms necessitated by changes in 
the provisions of the new Act: 
To increase the provision for the 
bond to be deposited by the Treas- 
urer of the Association from 
$1,000 to $10,000: 
To enable the Council of the As- 
sociation to pass by-laws providing 
for the establishment of an ancil- 
lary group of engineering tech- 
nicians and technologists and to 
provide for regulation of condi- 
tions and qualifications leading to 
admission to such group: 
To enable Council to pass by-laws 
providing for the fixing of annual 
fees deleting the previous restric- 
tion that such fee could not be in 
excess of $50: 
To enable engineers-in-training and 
engineering students to become 
members of the Association: 
To require that applicants for 
membership in the Association be 
graduates of an approved institute 
of learning, deleting the restriction 
that they be graduates of the Fac- 
ulty of Applied Science of Engi- 
neering in such institute: 
To enable Council to fix the con- 
ditions under which permits are 
granted to non-residents of the 
Province to engage temporarily in 
the practice of engineering: 
To license corporations and part- 
nerships and so enable such corpo- 
ration and partnership to practise 
engineering within the Province; 
to restrict the use of the designa- 
tion “ engineering ” by unlicensed 
corporations not presently using 
such designation; to require each 
corporation so licensed to be rep- 
resented by a nominee who is a 
member of the Association; to 
establish terms and conditions un- 
der which such licence is issued 
and held and generally to require 
corporations and partnerships en- 
gaged in the practice of engineer- 
ing to observe the ethical standards 
of the profession: ; 

(10) To permit corporations to practise 
engineering without the necessity 
of being licensed where the engi- 
neering services rendered are ne- 
cessarily incidental to the business 
of the Company: 

(11) To delete requirement for publica- 
tion of an annual list of members 
of the Association in The British 
Columbia Gazette: 

(12) To change the date of payment of 
annual fees to the Association 
from February 1st to March Ist 
of each year: 

(13) To increase penalties for offences 
against the Act to a maximum of 
$1,000 or imprisonment for three 
months, where more than two pre- 
vious offences have been com- 
mitted: 

(14) To enable preliminary investiga- 
tions to be held into complaints 
against members of the Associa- 
tion by a disciplinary committee 
appointed by the Council of the 
Association, such committee to 
report to the Council and to en- 
able such committee, in turn, to 
conduct preliminary investigations 
either through the Registrar or any 
individual member of the com- 
mittee: 


(3) 


(4) 


(5) 


(6) 


(7) 


(8 


~~ 


(9) 


(15) To delete provisions enabling the 
Association to collect costs of dis- 
ciplinary proceedings from mem- 
bers or to require the Association 
to pay costs of disciplinary pro- 
ceedings to members: 

(16) To enable members of the engi- 
neering profession to bargain col- 
lectively with their employers 
organizations, and to enable such 
professional employees’ organiza- 
lions to sign collective agreements 
with employers: 

(17) To make such provisions necessary 
to give force and effect to provi- 
sions enabling collective bargain- 
ing, including provision for 

(a) defining the rights of pro- 
fessional employees and employers; 

(b) specifying unfair labour 
practices; 

(c) limitations on activities of 
professional employees’ organiza- 
tions; 

(d) prohibition of coercion or 
intimidation; 

(e) inquiry by Labour Rela- 
tions Board into unfair labour 
practices; 

(f) making application for cer- 
tification to Labour Relations 
Board and method of certification 
by the Board and the effect of such 
certification; 

(g) the conduct of collective 
bargaining; 

(h) designating the effect of 
collective agreements; 

(i) the method of resolving 
grievances; 

(j) conciliation procedures and 
compulsory arbitration: 

(18) To repeal the Engineering Profes- 
sion Act and replace the same with the 
proposed new Act, which Act retains the 
provisions of the Engineering Profession 
Act, except in so far as indicated gen- 
erally above, and to provide that the by- 
laws passed thereunder shall remain in 
force until the passing of new by-laws or 
amendments thereto, pursuant to this 
proposed Act. 


Dated at Vancouver, B.C., this 13th 
day of December, 1965. 


W. J. WALLACE, 
Solicitor for the Applicant. 
1500, 675 West Hastings Street, 
Vancouver 2, B.C. jal13—12037 


NOTICE 


NOTICE is hereby given that an appli- 
cation will be made to the Legislative As- 
sembly of the Province of British Colum- 
bia, at its next Session, for an Act amend- 
ing The Victoria Foundation Act, being 
chapter 70 of the Statutes of 1936, by 
substituting new sections 5, 9 (1), 10, and 
11, by adding a new section 5a, and by 
amending section 13. 


The old section 5 describes the Founda- 
tion’s powers relating to donations re- 
ceived, leasing of lands, management of 
property, abandonment of donations, and 
contracting without making it clear that 
such powers were restricted to charitable 
objects. The new section 5 will make 
that restriction clear. 


The new section Sa specifies particular 
charitable objects that the Foundation 
aims at. 

The old section 9 (1) provided how 
members of the Advisory Board of the 
Foundation were to be appointed by pub- 


lic officers. The new section 9 (1) will 
drop public officers who proved inacces- 
sible and will substitute some quasi-public 
officers as appointors. 

The old section 10, except as stated 
later, restricted the charitable objects to 
be assisted by the Foundation to inhabi- 
tants within 28 miles of the Victoria City 
Hall. The new section 10 enlarges this 
area to the County of Victoria. The old 
section 10 was probably intended to apply 
only to income, but did not make that 
clear, Which the new section 10 will do. 

The old section 11 allowed parts of 
donations to the Foundation to be dis- 
tributed to charities outside Victoria and 
environs, to comply with the wishes of 
the donors. The new section 11 will em- 
phasize that only exclusively charitable 
purposes are within the section, and that 
they must be within the Province. 

Section 13 as enacted empowered the 
Advisory Board of the Foundation by 
unanimous resolution to apply capital 
for purposes named in section 10. The 
amendment will substitute the purposes 
named in section 5A, which will narrow 
the purposes for which capital can be 
applied. 


Dated this 8th day of December, 1965. 


CREASE & COMPANY, 
Solicitors for the Applicants, 
The Victoria Foundation. 
Eighth Floor, Bentall Building, 
Victoria, B.C. de30—3595 





NOTICE 


NOTICE is hereby given that an appli- 
cation will be made to the Legislative 
Assembly of the Province of British Co- 
lumbia, at its next Session, for an Act to 
incorporate Southwest Mortgage Indem- 
nity Corporation Limited as a body cor- 
porate and politic for the purpose of 
transacting the business of insurance 
against loss caused by default on the part 
of a borrower under a loan secured by 
mortgage upon real property, a hypothec 
upon immovable property, or an interest 
in real or immovable or movable prop- 
erty, with power to purchase, take on 
lease or in exchange, hire, or otherwise 
acquire and hold any real and personal 
property, and any rights or privileges that 
the Company may think necessary or 
convenient for the purpose of its business, 
and such other powers as may be neces- 
sary or incidental to the objects of the 
Company. 


Dated at the City of Vancouver, in the 
Province of British Columbia, this 9th 
day of December, 1965. 


DOWDING, TRASOV, DEVERELL 
& HARROP, 
Solicitors. 
Suite 200, 2695 Granville Street, 
Vancouver 9, B.C. ja6—3 626 





NOTICE 


NOTICE is hereby given that an appli- 
cation will be made by the Canadian 
Society of Radiological Technicians, Brit- 
ish Columbia Division, to the Legislative 
Assembly of the Province of British Co- 
lumbia, at its next Session, commencing 
January 27, 1966, for an Act to provide 
that it be continued as a body politic and 
corporate with all the powers to which 
it is entitled under its constitution and by- 
laws and under the provisions of the 
Societies Act but subject to the provisions 
of this Act, to be intituled “An Act Re- 
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specting the Practice of Radiological 
Technique and Respecting Radiological 
Technicians,” including the following pro- 
visions, that is to say:— 

(1) The establishment of a Radiological 
Technicians Board composed ot five 
members appointed as tollows:— 

(a) Two members of the So- 
ciety registered under this Act 
and appointed by the Society: 

(b) Two members of The Col- 
lege of Physicians and Surgeons 
of British Columbia certified in 
the medical specialty of radiol- 
ogy, and appointed by the said 

College; and 

(c) One radiological technician 

appointed by the Minister of 

Health Services and Hospital In- 

surance; 
such Board to hold office normally 
for three years with eligibility for 
reappointment: 

Establishment of the Radiological 
Technicians Register for registra- 
tion of particulars of persons regis- 
tered as radiological technicians un- 
der the Act: 

Eligibility for registration shall in- 
clude good moral character and 

(a) either completion of training 
requirements and qualifying exam- 
inations of the Society; or 

(b) evidence of other qualifica- 
tions and competence acceptable to 
the Board; or 

(c) evidence that the applicant 
has been practising as a radiological 
technician in the Province on the 
date this Act comes into force and 
effect: 

Procedure for dealing with griev- 
ances, including reports to the Min- 
ister of Health Services and Hospital 
Insurance and appeals to a Judge 
of the Supreme Court from refusals 
of the Board to register or reinstate 
applicants: 

Provisions for regulations to be 
made by the Lieutenant-Governor 
in Council: 

(6) Penalties for offences for violation 
of the Act, including unauthorized 
practice: 

(7) Provision that the Act does not ap- 
ply to the practice of professions 
under the authority of other Acts 
of the Legislature or to the offering 
of first aid; 

and such other provisions as shall be 
covered by such Act not inconsistent with 
the foregoing. 

Dated at Vancouver, B.C., this 9th day 
of December, 1965. 


RUSSELL & DUMOULIN, 
Solicitors. 
Tenth Floor, Credit Foncier Building, 
850 West Hastings Street, 
Vancouver I, B.C. ja6—3630 
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LEGISLATIVE ASSEMBLY 


PRIVATE BILLS 


NOTICE is hereby given that, pursuant 
to Standing Orders, no Petition for any 
Private Bill shall be received by the House 
in its forthcoming Session after Saturday, 
the Sth day of February, 1966. 


Dated November 23, 1965. 
IAN M. HORNE, Q.C., 


Deputy Clerk of the Legislative Assembly, 
British Columbia. 
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LEGISLATIVE ASSEMBLY 
PRIVATE BILLS 





Excerpt from Standing Orders Relating 
to Private Bills 


100. (1) All applications to the Legis- 
lative Assembly for Private Bills of any 
nature whatsoever shall require the pub- 
lication of a notice clearly and distinctly 
specifying the nature and object of the 
application, and when the application 
refers to any proposed work, indicating 
sufficiently the location of the work, to 
be signed by or on behalf of the applicant. 

(2) Such notice shall be published in 
The British Columbia Gazette and once 
a week in one leading daily newspaper 
freely circulating in all parts of the Prov- 
ince. The notice in such newspaper to 
appear on Wednesday of each week. 


(3) When the proposed Bill is of such 
a nature that it may particularly affect 
one or more electoral districts, the notice 
shall furthermore be published once a 
week if possible in some newspaper in 
every electoral district affected, or if there 
be no newspaper published therein, then 
in a newspaper published in the electoral 
district nearest thereto. 

(4) The publication of such notice shall 
in all cases be continued for a period of 
four weeks during the interval of time 
between the close of the next preceding 
Session and the consideration of the peti- 
tion. 

97. No petition for any Private Bill 
shall be received by the House after the 
first ten days of each Session, nor may 
any Private Bill be presented to the House 
after the first three weeks of each Ses- 
sion, nor may any report of any Standing 
or Select Committee upon a Private Bill 
be received after the first four weeks of 
each Session, and no motion for the sus- 
pension or modification of this Standing 
Order shall be entertained by the House 
until the same has been reported on by 
the Committee on Standing Orders, or 
after reference made thereof at a previous 
sitting of the House to the Standing Com- 
mittees charged with the consideration of 
Private Bills, who shall report thereon to 
the House. And if this rule shall be sus- 
pended or modified as aforesaid, the pro- 
moters of any Private Bill which is pre- 
sented after the time hereinbefore limited, 
or for which the petition has been received 
after the time hereinbefore limited, shali 
in either case pay double the fees required 
in respect of such Bill by this rule, unless 
the House shall order to the contrary. 


98. (1) Any person seeking to obtain 
any Private Bill shall deposit with the 
Clerk of the House, eight clear days 
before the opening of the Session: — 

(a) A printed copy of such Bill: 

(b) A copy of the petition to be pre- 

sented to the House: 

(c) Copies of the notices published, 
with publication proved by a statu- 
tory declaration or affidavit to the 
satisfaction of the Clerk of the 
House. 

(2) At the time of depositing the Bill 
and petition the applicant shall also pay 
to the Clerk of the House the sum of 
three hundred dollars. 

(3) If a copy of the Bill, petition, and 
notices proved as aforesaid shall not have 
been so deposited in the hands of the 
Clerk of the House at least eight clear 
days before the opening of the Session or 
if the petition has not been presented to 
the House within the first ten days of the 


Session, the amount to be paid to the 
Clerk shall be six hundred dollars. If 
the Bill shall not pass second reading one- 
half of the fees shall be returned. 

101. Every petition signed by an agent 
or attorney in fact shall be accompanied 
by the authority of such agent or attorney 
in fact, and the petition shall not be 
deemed to be filed with the Clerk until 
this is done. 

102. Before any petition praying for 
leave to bring in a Private Bill for the 
erection of a toll-bridge is received by the 
House, the person or persons intending 
to petition for such Bill shall, upon giving 
the notice prescribed by Standing Order 
100, also at the same time and in the 
same manner give notice of the rates 
which they intend to ask, the extent of 
the privilege, the height of the arches, the 
interval between the abutments or piers 
for the passage of rafts or vessels, and 
mentioning also whether they intend to 
erect a drawbridge or not, and the dimen- 
sions of the same. 


103. (1) All Private Bills for Acts of 
incorporation shall be so framed as to 
incorporate by reference to the clauses of 
the general Acts relating to the details 
to be provided for by such Biils: Special 
grounds shall be established for any pro- 
posed departure from this principle, or 
for the introduction of other provisions 
as to such details, and a note shall be 
appended to the Bill indicating the provi- 
sions thereof in which the general Act 
is proposed to be departed from. Bills 
which are not framed in accordance with 
this Standing Order shall be recast by the 
promoters and reprinted at their expense 
before any Committee passes upon the 
clauses. 

(2) Every Bill for an Act of incorpora- 
tion, where a form of model Bill has been 
adopted, shall be drawn in accordance 
with the model Bill (copies of model Bills 
may be obtained from the Clerk of the 
House). Any provisions contained in any 
such Bill which are not in accord with 
the model Bill shali be inserted between 
brackets or underlined, and shall be so 
printed. 

(3) Any exceptional provisions that it 
may be proposed to insert in any Bill 
shall be clearly specified in the notice of 
application for same. 

107. All Private Bills shall be prepared 
by the parties applying for the same, and 
printed in small-pica type, twenty-six ems 
by fifty ems, on good paper, in imperial 
octavo form, each page when folded mea- 
suring 1034 inches by 7% inches. There 
shall be a marginal number every fifth line 
of each page; the numbering of the lines 
is not to run on through the Bill, but the 
lines of each page are to be numbered sep- 
arately. Three hundred copies of each Bill 
shall be deposited with the Clerk of the 
House immediately before the first read- 
ing. If amendments are made to any Bill 
during its progress before the Committee 
on Private Bills, or through the House, 
such Bill shall be reprinted by the pro- 
moters thereof. 

In the case of Bills to incorporate com- 
panies, in addition to the fee of $300 
mentioned in Rule 98, fees calculated on 
the capital of the company are payable at 
the same time. Further particulars can 
be had on application to the undersigned. 

All cheques in payment of fees must be 
certified. 


Dated January 5, 1949, 


E. K. DEBECK, 
Clerk, Legislative Assembly. 


December 23, 1965 


CERTIFICATES OF 
INCORPORATION 


COMPANIES ACT 
No. 67238. 

NOTICE IS HEREBY GIVEN that 
“G. H. Anderson & Sons Construction 
Ltd.” was incorporated under the Com- 
ore Act on the 7th day of December, 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Suite 104, 815 Park Road, Richmond, 
B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of con- 
tractors, excavators, and cement contrac- 
tors, Or any other work or undertaking 
capable of being work in conjunction with 
or calculated to afford facilities in carry- 
ing on or extending the business of the 
Company: 

(b) To fabricate, erect, and deal in 
machinery of every kind and description 
and such other similar businesses as may 
be necessary for furtherance of this ob- 
ject: 

(c) To acquire, construct, alter, or 
maintain, or to contribute to the con- 
struction, alteration, or maintenance of 
any building, tramway, canal, wharf, 
bridge, pier, dock, road, or other work or 
undertaking capable of being worked in 
conjunction with or calculated to afford 
facilities in carrying or extending the 
business of the Company: 

(d) To purchase and sell timber, coal, 
coke, patent fuel, ironstone, metal, bricks, 
brick earth, brick dust, lime, limestone, 
and other stone, farm produce, live stock, 
and other materials, articles, or other 
things relating to any of the above busi- 
nesses, either on commission or other- 
wise: 

(e) To construct, carry out, repair, 
Maintain, improve, manage, work, con- 
trol, and superintend any roads, ways, 
levels, tunnels, furnaces, coke ovens, 
plant engines, machinery, mills, factories, 
warehouses, dwelling houses, Offices, build- 
ings, and other works and conveniences 
which may seem directly or indirectly 
conducive to any of the objects of the 
Company, and to contribute to or other- 
wise aid or take part in any such opera- 
tions, and to purchase, hire, or build and 
repair, navigate, and trade with ships, 
steam vessels, and boats for the purpose 
of the Company, and also railway, wag- 
ons, or trucks or trollies, or any other 
rolling stock, and also steam or other 
locomotive or motive power: : 

(f) To purchase or otherwise acquire 
merchandise and freight of every kind, 
and to trade and deal with the same: 

(g) To appropriate any part or parts 
of the property of the Company for the 
purpose of, and to build and let or sell 
shops, offices, and other places of busi- 
ness: 

(h) To let out such part of the prop- 
erty of the Company as may not be im- 
mediately required for the principal busi- 
ness of the Company: 

(i) To enter into working arrange- 
ments of all kinds with other companies, 
corporations, firms, or persons, and also 
to make and carry into effect arrange- 
ments with respect to union of interests 
or amalgamation, either in whole or in 
part, or any other arangements with any 
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(j) To promote and form other com- 
panies for all or any of the objects men- 
tioned in this memorandum or any exten- 
sion thereof and to transfer to any such 
company all or any of the property of 
this Company, and to take or otherwise 
acquire and hold shares, debentures, or 
other securities of any such company, and 
to subsidize or otherwise assist any such 
company: 

(kK) To obtain all powers and authori- 
ties necessary to carry out or extend any 
of the above objects. 

The word “company” in this memo- 
randum, when applied otherwise than to 
tlhis Company, shall be deemed to in- 
clude any partnership or other body or 
persons, whether corporate or unincorpo- 
rate and whether domiciled in British 
Columbia or elsewhere; and the objects 
specified in each of the paragraphs hereto 
shall be regarded as independent objects, 
and accordingly shall be nowise limited 
or restricted (except when otherwise ex- 
pressed in such paragraph by reference 
to the objects indicated in any other para- 
graph or the name of the Company) but 
may be carried out in as full and ample 
a manner and construed in as wide a 
sense as if each of the said paragraphs 
defined the objects of a separate, distinct, 
and independent Company. 


A. Hi. HALL, 
Registrar of Companies. 


” 


de23—5420 


COMPANIES ACT 


No. 67248. 


NOTICE IS HEREBY GIVEN that 
“Draffin Enterprises Ltd.” was incorpo- 
rated under the Companies Act on the 
8th day of December, 1965. 

The authorized capital of the Company 
is eighty thousand dollars, divided into 
eighty thousand Class A preferred shares 
with a nominal or par value of one dollar 
each. 

The Company is also authorized to issue 
ten thousand Class B voting common 
shares and ten thousand Class C non- 
voting common shares, without nominal 
or par value. 

The address of its registered office is 
306, 1111 West Georgia Street, Vancou- 
Vela se, 

The objects for which the Company is 
established are:— 

(a) To carry on any or all lines of busi- 
ness as manufacturers, producers, mer- 
chants, wholesale and retail, importers 
and exporters, agents without limitation 
as to class of products and merchandise, 
and to manufacture, produce, adapt, pre- 
pare, buy, sell, and otherwise deal in any 
articles or things required in connection 
with or incidental to such business: 

(b) To act as manufacturers’ represen- 
tatives, agents, merchants, distributors, 
commission agents, and brokers: 

(c) To maintain and own warehouses 
and buildings for storage, care, and sale 
of the merchandise of the Company: 

(d) To apply for, obtain, register, pur- 
chase, lease, or otherwise acquire, hold, 
use, Operate, introduce, develop, or con- 
trol, sell, assign, or otherwise dispose of, 
make, or grant licences, concessions, and 
the like, conferring any exclusive or non- 
exclusive or limited right to use any secret 
or other information, or other right with 
respect to, and in any way and in all ways 
to exploit and turn to account inventions, 
improvements, processes, copyrights, pat- 
ents, trade-marks, formule, trade-names, 


other companies, corporations, firms, or | designs, and distinctive marks, or similar 


persons: 
3 


rights of any and all kinds, and whether 














granted, registered, or established by or 
under the laws of Canada or any other 
country, stale, or place: 

(ec) To engage in and carry on research 
of all kinds, and to enter into contracts 
for or otherwise undertake research of all 
kinds on behalf of other persons, firms, 
or corporations: 

(f) To carry on such other business as 
may be considered, in the discretion of 
the directors, necessary or likely to en- 
hance the business of the Company. 


A. BH. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67252. 

NOTICE IS HEREBY GIVEN that 
“Haida Resources Ltd.” was incorporated 
under the Companies Act on the 8th day 
of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
600 Randall Building, 535 West Georgia 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are: 

(a) To extract from earth, air, water, 
minerals, and organic matter, or any of 
them, or any other sources, any and all 
kinds of gaseous, liquid and solid sub- 
stances, and to process and manufacture 
therefrom, and from all such substances 
as may be so obtained by any other per- 
son, either alone or in combination with 
any other material, any products that may 
from time to time appear advisable: 

(b) To manufacture, compound, refine, 
purchase, sell, both at wholesale and re- 
tail, import, export, and otherwise deal in 
any and all chemical compounds whatso- 
ever: 

(c) To carry on business as general con- 
tractors, builders, painters, roofers, land 
clearers, wreckers, excavators, dredgers, 
truckers, pavers, and quarry men for and 
in the construction, erection, repair, al- 
teration, maintenance, and operation of 
public and private undertakings of all 
kinds: 

(d) Subject to the Architectural Profes- 
sion Act, the British Columbia Foresters 
Act, and the Engineering Profession Act 
of British Columbia, to carry on business 
as forest, civil, mining, geological, me- 
chanical, electrical, chemical, and struc- 
tural engineers and consultants: 

(e) To acquire rights to the services of 
and to employ other persons in any and 
all fields of endeavour, and to contract or 
deal with others with respect to the ser- 
vices of any such persons: 

(f) To render managerial, supervisory, 
or other services to, and to advise with 
respect to the business or operations of 
any other company, corporation, firm, 
business, or undertaking wherever carried 
on: 
(g) To carry on in all of the respective 
branches the businesses of providing and 
furnishing to individuals and to financial, 
commercial, professional, industrial, and 
other firms, businesses, associations, and 
corporations of all kinds, and to govern- 
ments and to municipalities and agencies 
and commissions; 

(i) Managerial, technical, clerical, and 
other personnel; 

(ii) Budget, cost and cost accounting, 
production, administrative, marketing, 
and advertising research, analyses, and 
services of all kinds; 

(ii) Consulting and personnel services 
of all kinds: 
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(h) To engage in the business of letting 
out on hire any and all tools and equip- 
ment used in the construction, erection, 
repair, alteration, maintenance, and op- 
eration of public and private buildings, 
works, and undertakings of all kinds: 

(i) To lease land and improvements 
thereon for residential, office, commercial, 
industrial, and other business purposes: 

(j) To guarantee to any bank, person, 
firm, or corporation due payment of any 
money owing or to become owing by 
any other person, firm, or corporation, or 
the performance by any other person, 
firm, or corporation of any covenant, 
agreement, provision, stipulation, or con- 
dition of any contract or the performance 
of any other obligation; this power to be 
exercised by the Company subject to the 
provisions of the Insurance Act: 

(k) To invest, for the purpose of earn- 
ing interest and dividends, in shares, 
stocks, bonds, warrants, debentures, de- 
benture stock, securities, and other evi- 
dences of indebtedness and obligations 
issued or guaranteed by any corporation, 
company, chartered bank, association, 
partnership, syndicate, governmental, mu- 
nicipal, or other public authority or body, 
domestic or foreign, or any other person 
or entity: 

(!) To invest and lend money for the 
purpose of earning interest, either with- 
out security, or to take as such invest- 
ment or as security bills of exchange, 
promissory notes, or other evidences of 
indebtedness, agreements for sale, mort- 
gages, or other securities on personal 
property, or any interest therein; and in 
the interpretation hereof, each object 
specified in each clause of this paragraph 
shall be construed separately and shall 
not be limited or restricted by reference 
to or inference from the terms of any 
other clause or the name of the Company. 


A. H. HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67233. 


NOTICE IS HEREBY GIVEN that 
“C.J.M. Construction Ltd.” was incorpo- 
rated under the Companies Act on the 
7th day of December, 1965. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
five thousand common shares and ten 
thousand preference shares, all with a 
nominal or par value of one dollar each. 

The address of its registered office is 
Burrard Street, Vanderhoof, B.C. 

The objects for which the Company is 
established are:— 

(a) To conduct and carry on the busi- 
ness of builders and general contractors 
for the construction, erection, fabrication, 
and building of all manner of buildings, 
roads, ways, bridges, dams, sewers, plants, 
ani generally all classes of buildings, 
erections, and works, both public and 
private, or integral parts thereof and, 
generally, to do and perform any and all 
works as builders and contractors: 

(b) To carry on in any and all their 
branches the businesses of loggers, lum- 
bermen, lumber merchants, and sawmill, 
planing-mill, and pulp-mill owners, and to 
manufacture and deal in lumber, timber, 
and all articles and materials in the man- 
ufacture whereof wood is used: 

(c) To purchase, lease, take in ex- 
change, or otherwise acquire lands or in- 
terests therein, together with any build- 
ings or structures that may be on the said 

lands or any of them, and to improve, 
alter, and manage the said lands and 











buildings and to prepare building sites 
and to construct, reconstruct, alter, im- 


|prove, decorate, furnish, and maintain 


offices, houses, dwellings, factories, ware- 
houses, and lands, and to consolidate, 
connect, or subdivide properties and to 
provide facilities for the supply of water 
or the furnishing of gas, electricity, 
power, light, heat, drainage, or sewerage 
for said properties or lands, and to carry 
on any business incidental to any of the 
aforesaid purposes: 

(d) To acquire by purchase, lease, 
hire, discovery, location, or otherwise, 
and to hold mines, mineral claims, min- 
ing leases, mining lands, prospects, li- 
cences, and mining rights of every de- 
scription, and to work, develop, operate, 
turn to account, sell, or otherwise dispose 
thereof and to engage in any branch of 
mining, smelting, milling, and refining 
minerals: 

(e) To carry on generally the business 
of trucking and transporting goods, wares, 
and merchandise: 

(f) To carry on business as dealers, 
both at wholesale and retail, of goods, 
wares, and merchandise of all kinds: 

(g) To carry on the business of lend- 
ing money and to lend money with or 
without security to any person, firm, or 
corporation, including shareholders and 
directors of the Company. 


Jes lol 1a VAN ENE, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 


No. 67236. 


NOTICE IS HEREBY GIVEN that 
“Zenith Mining Corporation Ltd.(N.P.L.)” 
was incorporated under the Companies 
Act as a Specially Limited Company on 
the 7th day of December, 1965. 

The Company is authorized to issue 
five million shares without nominal or 
par value. 

The address of its registered office is 
800 Hall Building, 789 West Pender Street, 
Vancouver, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, sme!t, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water rights 
and privileges, patents, patent rights and 
concessions, and other real or personal 
property: 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 


trating- works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 


pose thereof. 
Ay He WALI 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67229. 


NOTICE IS HEREBY GIVEN that 
“ Skywest Development Ltd.” was incor- 
rated under the Companies Act on the 
6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 


The address of its registered office is 
the office of Skipp & Vanderburgh, bar- 
risters and solicitors, Suite 1, Second 
Floor, The Johnson Building, 65 First 
Avenue, Williams Lake, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on the business of a land 
company, and in connection therewith to 
acquire, by purchase, lease, exchange, 
grant, concession, or otherwise, and to 
hold, subdivide, lay out in building lots, 
streets, lands, squares, and otherwise to 
improve, develop, rent, sell, convey, ex- 
change, lease, and otherwise dispose of 
and generally deal in lands and real estate 
of all and every kind and description, 
whether vacant, improved, or otherwise, 
as also any right, title, or interest therein, 
as also property of any other kind or 
description, including personal and moy- 
able property, and any rights and privi- 
leges that the Company may consider 
necessary for the purposes of its business, 
and in and upon such lands and real 
estate, or any part thereof, to make, erect, 
construct, build, operate, and maintain 
roads, streets, lanes, bridges, and other 
means of communication, houses, dwell- 
ings, stables, factories, mills, plants, man- 
ufactories, and all other buildings and 
works and improvements that may be 
considered advisable in connection with 
the purposes of the Company, including 
the construction in and on such lands, or 
any part thereof, of sidewalks, drains, 
water-mains, sewers, lighting plants and 
accessories, and all and any other im- 
provements of a nature to enhance the 
value of the Company’s property, or any 
part thereof; and to carry on business as 
real-estate agents, experts, valuators, 
realty brokers, contractors, and builders, 
and do a general real-estate agency busi- 
ness, including the undertaking of investi- 
gations, valuations, sales, exchanges, and 
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the like, and negotiable leases and all 
other forms of contract in respect of real 
estate: 

(b) To make advances by way of loans 
for building purposes or other improve- 
ments to purchasers or lessees of any 
part of the Company’s property, and aid 
by way of advances or otherwise in the 
construction and maintenance of roads, 
streets, bridges, sidewalks, waterworks, 
sewers, lighting plants or plant, and other 
Improvements calculated to render the 
Company’s property more accessible or 
enhance its value: 

(c) To take and hold mortgages, hypo- 
thecs, liens, and charges to secure pay- 
ment of the purchase price of any part of 
the Company’s property sold by the Com- 
pany or any money due to the Company 
from purchasers, or advances made by 
the Company to purchasers for building 
purposes or other improvements: 

(d) To build, install, maintain, and 
Operate One or more systems of water- 
works for the proper supply of water to 
the holders and purchasers of the prop- 
erty of the Company and others, and, in 
connection therewith, aqueducts, filtration 
plants, pumping stations, mains, connec- 
tions, and other accessories and adjuncts 
to such waterworks; to sell and dispose 
of said water, and for such purposes to 
enter into any contracts that may be con- 
sidered advisable by the Company. 


ACH EAI. 
Registrar of Companies. 


de23—5420 


COMPANIES ACT 


No. 67241. 


NOTICE IS HEREBY GIVEN that 
“Pink Pussycat Holdings Ltd.” was incor- 
porated under the Companies Act on the 
7th day of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
Suite 401, 509 Richards Street, Vancou- 
Vers BG, 

The objects for which the Company is 
established are:— 

(a) To carry on generally the business 
of a cabaret: 

(b) To carry on generally the business 
of furnishing amusement and entertain- 
ment to the public generally through the 
operation of dance floors and cabarets: 

(c) To provide, engage, and employ 
actors, dancers, singers, variety perform- 
ances, orchestras, musicians, and artists 
for any of the activities and businesses of 
the Company: : 

(d) To carry on the business of selling 
beer under licence: ; 

(e) To carry on the business of dealing 
in and dispensing of aerated, mineral, and 
artificial waters, and other drinks, and 
any and all fermented, spirituous, malt, 
liquors, or combinations of liquors, and 
beverages in accordance with the laws of 
the Province of British Columbia, being 
and which are from time to time in force: 

(f) To purchase or otherwise acquire 
and hold real property, or any interest 
therein, for the purpose of earning rents 
or occupying the premises: _ ; 

(g) To purchase or otherwise acquire, 
and to sell, exchange, lease, mortgage, 
charge, turn to account, dispose of, and 
deal with property, real and personal: 

(h) To lend money without security or 
upon the security of real and (or) per- 
sonal property: 

(i) To ates sell, deal in, and lend 
money on the security of conditional sale 
agreements, lien notes, hire-purchase 





agreements, chattel mortgages, trade | 
paper, bills of lading, warehouse receipts, 
bills of exchange, and choses in action, 
and to receive and accept from the 
makers, vendors, or transferors thereof 
guarantees or other security for the per- 
formance and payment thereof, and to 
enforce such guarantee, and to realize on 
such security: 

G) To underwrite, subscribe for, and 
acquire by exchange, purchase or other- 
wise, and to hold sell, transfer, assign, or 
otherwise dispose of, and turn to account 
the stock, shares, bonds, debentures, de- 
benture stock, notes, and other securities, 
and evidence of interest in or indebtedness 
of, and all other interest in and claims 
upon any person, firm, voluntary associa- 
tion, trust, company, or corporation, and 
while the owner or holder thereof to 
exercise all the rights, powers, and privi- 
leges of ownership, including all voting 
rights, if any, with respect thereto. 


A. H. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67243. 


NOTICE IS HEREBY GIVEN that 
“Briardayle Farms Limited” was incor- 
porated under the Companies Act on the 
8th day of December, 1965. 

The Company is authorized to issue 
nine thousand Class A common shares 
and one thousand Class B common shares, 
without nominal or par value. 

The address of its registered office is 
188 Beach Avenue, Kelowna, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on in all its branches the 
general business of farming and agri- 
culture: 

(b) To purchase or otherwise acquire, 
and hold or otherwise deal in real and 
personal property and rights, and, in par- 
ticular, lands, buildings, orchards, farms, 
farm equipment, machinery, and farm 
products, and to raise fruits and field 
crops of all kinds, and to carry on the 
business of agriculture and horticulture, 
and to purchase, buy, sell, manufac- 
ture, conduct research in, and deal gen- 
erally with agricultural products and by- 


products. 
/Xo Isle Ip ANE 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67244. 


NOTICE IS HEREBY GIVEN that 
“Tuttibew Holding Co. Ltd.” was incor- 
porated under the Companies Act on the 
8th day of December, 1965. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into twenty-five thousand shares with a 
nominal or par value of one dollar each. 

The address of its registered office is 
Room 730, 470 Granville Street, Vancou- 
ver, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire by purchase, lease, ex- 
change, hire, or otherwise, lands and 
hereditaments of any tenure, or any in- 
terest in the same, in the Province of 
British Columbia: 

(b) To erect and construct houses, 
buildings, or works of every description 
on any land of the Company, or upon 
any other lands or hereditaments, and to 
pull down, rebuild, enlarge, alter, and 
improve existing houses, buildings, or 
works thereon; to convert and appropri- 
ate any such land into and for roads, 


streets, squares, gardens, and pleasure 
grounds and other conveniences, and 
generally to deal with and improve the 
property of the Company: 

(c) To sell, lease, let, mortgage, or 
otherwise dispose of the lands, houses, 
buildings, hereditaments, and other prop- 
erty of the Company: 

(d) To undertake or direct the manage- 
ment of the property, buildings, lands, 
and estates (of any tenure or kind) of any 
persons in the capacity of stewards or 
receivers or otherwise: 

(e) To purchase or otherwise acquire, 
and to hold, sell, exchange, or otherwise 
dispose of and deal in the property, real 
or personal, rights and assets of, and 
bonds, debentures, debenture stock, shares 
of all classes, and securities of any form 
or type issued by any individual, corpo- 
ration, or company, public or private, in- 
corporated or unincorporated. 


A; Hy HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67228. 


NOTICE IS HEREBY GIVEN that 
“Golflands Driving Range Ltd.” was in- 
corporated under the Companies Act on 
the 6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
Suite 306, 1030 West Georgia Street, Van- 
couver, B.C. 

The objects for which the Company is 
established are :— 

(a) To maintain and operate facilities 
for the practising of the game of golf, 
and generally to operate the business of 
a golf driving-range: 

(b) To operate a professional golf shop 
and sell all types of merchandise generally 
associated with the game of golf: 

(c) To conduct and operate the busi- 
ness of a restaurant and café in conjunc- 
tion with a golf driving-range: 

(d) To operate and maintain golf links: 

(e) To purchase or otherwise acquire 
and to hold (for the purpose of a golf 
driving-range only), and not to deal in 
for other profits, real or personal prop- 
erty: 

(f) To do all such things and to carry 
on such business as the Company may 
think fit as being incidental or conducive 
to the obtaining of the above objects. 


A. H. ALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 


No. 67235. 


NOTICE IS HEREBY GIVEN that 
“Portal Realty Ltd.” was incorporated 
under the Companies Act on the 7th day 
of December, 1965. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
Suite 1508, 510 West Hastings Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of real 
estate agents, and to act as agent in the 
sale or purchase of real estate, personal 
property, and business undertakings, and 
to carry on the business of insurance 
agents in all its branches: 
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(b) To acquire, hold, or otherwise deal 
with stocks, bonds, debentures, shares, 
scrip, or securities of any government, 
company, or undertaking: 

(c) To negotiate loans; to lend money, 
with or without security and with or with- 
out interest, and to deal in mortgages, 
bonds, obligations, securities, and other 
investments: 

(d) To acquire, hold, lease, and deal 
in real estate and personal property, and 
to sell, mortgage, lease, or otherwise dis- 
pose of same, and to act as agents and 
brokers for the investment, loan, pay- 
ment, transmission, and collection of 
money for the purchase, sale, improve- 
ment, development, and management of 
any property, real or personal, business, 
or undertaking, and the management, 
direction, reorganization, or control of 
syndicates, partnerships, associations, com- 
panies, or corporations; and to finance, 
administer, and promote, or to assist in 
financing, administering, and promoting 
firms, partnerships, and corporations: 

(e) To investigate, examine, and re- 
port on the standing, prospects, business, 
affairs, and conditions of any person, 
firm, or corporation, and to investigate, 
examine, and report on the value of prop- 
erty, real or personal, private or public; 
and to investigate and report on any real 
estate, lands or tenements, or chattels, or 
on any issue of bonds or debentures or 
other security of any person, firm, or cor- 
poration, or the circumstances of any 
business concern or undertaking, and, 
generally, on any assets, property, or 
rights: 

(f) To promote, organize, manage, or 
develop, or to assist in the promotion, 
organization, management, or develop- 
ment of any corporation, company, syn- 
dicate, firm, partnership, enterprise, or 
undertaking, or to take over, manage, and 
dispose of in any manner whatsoever any 
business or undertaking in which the 
Company may be interested or in the 
securities or properties of which it may 
have invested its funds or with which it 
may have business relations: 

(g) To carry on the general business 
of management consultants, industrial 
consultants, investment consultants, sales 
and marketing consultants, and to sup- 
ply management, research, investigation, 
pricing, marketing, and sales services to 
any person, corporation, company, syndi- 
cate, partnership, enterprise, or under- 
taking engaged in business, and to or- 
ganize, reorganize, and develop business 
enterprises: 

(h) To organize, reorganize, and de- 
velop business enterprises: 

(1) To import, export, manufacture, 
buy, sell, and deal in all kinds of goods, 
wares, and merchandise: 

(j) To carry on a general agency busi- 
ness in any and all of its branches, in- 
cluding acting as agent, commission 
agent, commission merchant, broker or 
representative for Canadian or foreign 
commercial houses, manufacturers, pro- 
ducers, merchants, importers, and export- 
ers in purchasing, selling, and otherwise 
trading or dealing in goods, wares, mate- 
rials, articles, products, substances, and 
merchandise of every nature and kind 
whatsoever, and upon commission, con- 
signment, or otherwise, and to carry on 
the business of a general commission mer- 
chant, broker, selling agent, and factor: 

(k) To purchase or otherwise acquire 
and to hold, improve, manage, develop, 
let out on lease or otherwise, sell, ex- 











every kind and description and whereso- 
ever situate, or any right, title, or interest 
therein: 

(1) To purchase or otherwise acquire 
and undertake all or any of the assets, 
businesses, properties, privileges, fran- 
chises, contracts, rights, goodwill, obliga- 
tions, and liabilities of any company, cor- 
poration, society, firm, partnership, or 
person carrying on any business which 
the Company is authorized to carry on 
or which will, in the opinion of the Com- 
pany, assist in or provide in the carrying- 
out of the undertakings of the Company 
or any of them, or possessed of property 
suitable for the purposes of the Company 
or of any company or corporation in 
which the Company holds shares, bonds, 
debentures, debenture stock, or other se- 
curities, and to pay for the same in cash 
or in shares or securities of the Company 
or partly in cash and partly in shares or 
securities or any other consideration, and 
to carry on the business of any such com- 
pany, corporation, society, partnership, 
or person whose assets are so acquired, 
and to sell, lease, or otherwise dispose of 
the whole or any part of the Company’s 
business, property, and assets of any kind 
for such consideration as the Company 
may deem advisable and, in particular, 
for shares, bonds, debentures, or other 
securities of any other company. 


A. EAI, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67247. 


NOTICE IS HEREBY GIVEN that 
“Pulpa Agencies Ltd.” was incorporated 
under the Companies Act on the 8th day 
of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
15th Floor, 1030 West Georgia Street, 
Vancouver 5, B.C. 

The object for which the Company is 
established is: To produce, manufacture, 
buy, sell, lease, or otherwise acquire, and 
dispose of, hold, own, export and import, 
or otherwise deal with or in, both whole- 
sale and retail, either as principal or 
agent, and upon commission, consign- 
ment, or otherwise, or as jobbers or 
brokers, goods, wares, merchandise, raw 
materials, and products of every nature 


and description. 
7A 6 (ees Van AE 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67242. 


NOTICE IS HEREBY GIVEN that 
“Enderby Sportsman Hotel Ltd.” was in- 
corporated under the Companies Act on 
the 8th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
Suite 4, 74 Seymour Street West, Kam- 
loops, B.C, 

The objects for which the Company is 
established are:— 

(a) To carry on the business of selling 
beer and liquor under licence: 

(b) To carry on the business of hotel, 
motel, restaurant, café, refreshment-room, 
and lodging-house keeper, importers, ex- 
porters, manufacturers, dealers in, and 


change, or otherwise dispose of and deal | dispensers of aerated, mineral, and arti- 
in property, both real and personal, of | ficial waters, and other drinks, and any 








and all fermented, spirituous, malt, liquors 
or combination of liquors, and beverages 
in accordance with the laws of the Prov- 
ince of British Columbia, being and from 
time to time in force, purveyors, caterers 
for public amusements generally, garage 
proprietors, and tobacco merchants: 

(c) To appropriate any part or parts of 
the property of the Company for the pur- 
pose of and to build or let shops, offices, 
and other places of business, and to use 
or lease any part of the property of the 
Company not required for the purpose 
aforesaid for any purpose for which it 
may be conveniently used or let. 


7% JRE, AVANCE, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67126. 


NOTICE IS HEREBY GIVEN that 

“Bremner Logging Limited” was incor- 
porated under the Companies Act on the 
30th day of November, 1965. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common or ordinary shares 
with a nominal or par value of one dollar 
each. 

The address of its registered office is 
34669 Lougheed Highway, Mission, B.C. 

The objects for which the Company is 
established are: — 

(a) To acquire and take over as a 
going concern the logging business now 
carried on by Robert Allan Bremner: 

(b) To carry on the business of log- 
gers, logging contractors, manufacturers, 
and producers of all kinds of forest prod- 
ucts, sawmill and shingle-mill operators 
and owners, and to produce, buy, sell, 
prepare for market, and manufacture 
logs, piles, poles, pulpwood, lumber, 
shingles, shakes, and forest products of 
all kinds: 

(c) To purchase, take on lease or 
licence, or otherwise acquire, and to use 
timber berths, leases, limits, and licences, 
water and foreshore rights: 

(d) To carry on generally the business 
of trucking and transporting forest prod- 
ucts of all kinds, and to enter into truck- 
ing contracts: 

(e) To carry on any business similar 
to the foregoing or which may be carried 
on advantageously therewith: 

(f) To do such other things as are 
incidental or conducive to the attainment 
of the above objects. 

AY Ho HAIL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67230. 

NOTICE IS HEREBY GIVEN that 
“M. B. Furniture & Fixtures Mfg. Ltd.” 
was incorporated under the Companies 
Act on the 6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Suite 2, 417 Sixth Street, New Westmin- 
ster, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, make, produce, 
build, construct, create, evolve, design, 
prepare, adapt, assemble, alter, change, 
improve, sell, import, export, exchange, 
lease, hire, distribute, market, exploit, 
receive, dispose of, and in any way and 
every manner whatsoever trade and deal 
in furniture and furniture novelties of 
every descriptions; and to traffic in lum- 
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ber and other materials and any of the 
products thereof, and any articles, chat- 
tels, goods, and merchandise of every 
description whatsoever that are neces- 
sarily or impliedly incidental thereto: 
(b) To acquire, own, and carry on the 
business of a wholesale and retail dealer 
in the purchase, manufacture, and the 
vendor of all kinds and classes of all 
kinds of goods, wares, and merchandise: 
(c) To carry on any other business 
which may seem to the Company capable 
of being conveniently carried on in con- 
nection with the above, or calculated, 
directly or indirectly, to enhance the value 
or render profitable any of the Company’s 
properties or rights. 
A. H. HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67239. 

NOTICE IS HEREBY GIVEN that 
“Hobbytowne Stores Ltd.” was incorpo- 
rated under the Companies Act on the 
7th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
306, 1111 West Georgia Street, Vancou- 
wer, (B.C. 

The object for which the Company is 
established is: To buy, sell, and other- 
wise dispose of, hold, own, manufacture, 
produce, export and import, and deal in 
both wholesale and retail, either as prin- 
cipal or agent, and upon commission, con- 
signment, or otherwise, goods, wares, 
products, and merchandise of any kind 
and nature whatsoever, and to do a gen- 
eral commission merchants’ merchandise, 
brokerage, manufacturers’ agents, selling 
agents, and factors’ business in goods, 
wares, products, and merchandise dealt in 
by the Company. 

A. H. HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67231. 


NOTICE IS HEREBY GIVEN that 
“ Broadway & Burrard Service Ltd.” was 
incorporated under the Companies Act 
on the 7th day of December, 1965. 

Tne Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
1104, 510 West Hastings Street, Vancou- 
ver, Bic: 

The objects for which the Company is 
established are:— 

(a) To buy, sell, lease, use, operate, 
maintain, let for hire, trade and deal in 
and with, dispose of, manufacture, repair, 
and service conveyances and vehicles and 
the accessories and parts thereof of every 
kind and description capable of being 
moved by any form of power for the 
transportation of animate or inanimate 
objects by land, water, or air, including, 
but without limiting the generality of the 
foregoing, automobiles, trucks, taxicabs, 
motor-cycles, boats, aeroplanes, and aero- 
stats: 

(b) To acquire, maintain, and operate 
service stations, parking lots, and build- 
ings and garages for the storage, repalr- 
ing, caring for, and keeping for hire 
therein of vehicles of every kind and of 
all the accessories thereof and thereto of 
any and every description, and to rent, 
lease, and hire motor-cars, trucks, and 
automobiles of all kinds: 





(c) To lend or advance any of the 
funds of the Company, with or without 
security, to any shareholder of the Com- 
pany, or to any other person, firm, or 
corporation: 

(d) To borrow or raise money for any 
purpose of the Company, and for the 
purpose of securing the same and interest 
on the same and for any other purpose, 
to mortgage or charge the property of the 
Company: 

(e) To make gifts and donations to 
any person, firm, or corporation or for 
any purpose whatsoever, whether such 
person, firm, or corporation be a member 
of the Company or not: 

(f) To do all other business incidental 
or deemed beneficial to the main objects 
of the Company. 

A. H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67234. 


NOTICE IS HEREBY GIVEN that 
“Fanpal Investments Ltd.” was incorpo- 
rated under the Companies Act on the 
7th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
207 East Pender Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 


(a) To carry on the business of an in- 
vestment company and to invest in shares, 
stocks, bonds, debentures, debenture stock, 
and other evidences of indebtedness and 
obligations issued or guaranteed by any 
corporation, company, chartered bank, 
association, partnership, syndicate, entity, 
person, or governmental, municipal, or 
public authority: 

(b) To promote, organize, manage, or 
develop, or to assist in the promotion, 
organization, management, or develop- 
ment of any corporation, company, syndi- 
cate, firm, partnership, enterprise, or un- 
dertaking, or to take over, manage, and 
dispose of in any manner whatsoever any 
business or undertaking in which the 
Company may be interested or in the 
securities of which it may have invested 
its funds or with which it may have busi- 
ness relations: 


(c) To purchase or otherwise acquire 
and hold or otherwise deal in real and 
personal property and rights and, in par- 
ticular lands, buildings, hereditaments, 
business or industrial concerns and un- 
dertakings, mortgages, charges, contracts, 
concessions, franchises, annuities, patents, 
licences, securities, policies, book debts, 
and any interest in real or personal prop- 
erty, any claims against such property or 
against any person or company and any 
privileges and choses in action of all 
kinds: 

(d) To procure capital, credit, or other 
assistance for establishing, extending, or 
reorganizing any enterprise or industry 
carried on or intended to be carried on by 
any person, firm, corporation, or com- 
pany: 

(e) To purchase or otherwise acquire 
and undertake all or any of the assets, 
business, property, goodwill, franchises, 
privileges, contracts, rights, obligations, 
and liabilities of any company, society, 
partnership, or person: 


(f) To carry on the business of insur- 
ance brokers, and to act as insurance 
agents, and to represent any and all com- 
panies, firms, or individuals engaged in 











any branch of the said business, and to 
accept or pay any commissions or other 
remunerations for services rendered: 

(g) To carry on the business of im- 
porters and exporters of and to buy, sell, 
and deal in all kinds and descriptions of 
goods, wares, and merchandise, and to 
carry on the business of custom-house 
brokers, warehousemen, forwarders, car- 
riers, carters, and other like businesses, 
and to buy, sell, and generally deal in 
wares, merchandise, articles or effects 
directly or indirectly relating to any of 
the said businesses: 

(h) To carry on the business of gen- 
eral contractors and to enter into con- 
tracts for, construct, execute, own, and 
carry on all description of works and to 
carry on for the purposes aforesaid the 
businesses of a general construction com- 
pany and contractors for the construction 
of works, public and private: 

(i) To carry on the business of a gen- 
eral accounting office and to engage in 
and conduct the business of book-keeping, 
accounts, collecting, and tax return: 

(j) To carry on a general advertising 
and publicity business in all its branches, 
both as principals and agents, and to ac- 
quire and operate franchises or privileges 
for advertising purposes. 


A, TH. HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67090. 


NOTICE IS HEREBY GIVEN that 
“J. K. English & Sons Ltd.” was incorpo- 
rated under the Companies Act on the 
29th day of November, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand Class A non-voting common 
shares having a nominal or par value of 
one dollar each, and one hundred Class B 
voting common shares with a nominal or 
par value of ten dollars each. 

The address of its registered office is 
300 First Street West, Revelstoke, B.C. 

The object for which the Company is 
established is: To carry on the business 
of a jeweller and jewellery store and for 
such purposes to buy, sell, deal in, fash- 
ion, work, and repair goods and chattels 
of all kinds, including, but not restricted 
to precious, semi-precious, and orna- 
mental stones and metals, jewellery, 
watches, china, cutlery, and glass. 


A. hn DAI, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67093. 

NOTICE IS HEREBY GIVEN that 
“Redco Manufacturing Ltd.” was incor- 
porated under the Companies Act on the 
29th day of November, 1965. 

The Company is authorized to issue ten 
a shares without nominal or par 
value. 


The address of its registered office is 
1403, 1030 West Georgia Street, Van- 
couver, B.C. 


The objects for which the Company is 
established are: — 


(a) To manufacture, produce, adapt, 
prepare, assemble, import, export, buy, 
sell, and otherwise deal in refrigeration 
equipment of every nature and kind what- 
soever, and, without limiting the gener- 
ality of the foregoing, to carry on the 
business of manufacturing goods and 
aie of every sort, nature, and descrip- 
ion: 
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(b) To carry on trade in the buying, 
warehousing, and selling of goods and 
merchandise of every kind and nature 
whatsoever, whether by wholesale or re- 
tail, and to act as mercantile and manu- 
facturers’ agents: 

(c) To apply for, obtain, register, pur- 
chase, lease, or otherwise acquire, hold, 
own, use, operate, introduce, develop or 
control, sell, assign, or otherwise dispose 
of, take or grant licences or other rights, 
and turn to account inventions, improve- 
ments, processes, copyrights, patents, 
trademarks, formule, trade names and 
distinctive marks, and similar rights of 
any and all kinds. 


A. Hy HALL, 
de23—5420 Registrar of Companies. 
COMPANIES ACT 


No. 67240. 


NOTICE IS HEREBY GIVEN that 
“Industrial Urethane Ltd.” was incorpo- 
rated under the Companies Act on the 
7th day of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
581 Hornby Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of manu- 
facturing of every type and description, 
and, without limiting the generality of the 
foregoing, to carry on the business of the 
manufacture of all types of articles made 
from synthetics: 

(b) To carry on a general foundry 
business: 

(c) To act as general distributors: 

(d) To act as general retailers and 


wholesalers. 
A. H. HALL, 
de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67232. 


NOTICE IS HEREBY GIVEN that 
“ Burrows Service Ltd.” was incorporated 
under the Companies Act on the 7th day 
of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
1104, 510 West Hastings Street, Vancou- 
ver, B.C. 

The objects for which the Company is 
established are: — 

(a) To buy, sell, lease, use, operate, 
maintain, let for hire, trade and deal in 
and with, dispose of, manufacture, repair, 
and service conveyances and vehicles and 
the accessories and parts thereof of every 
kind and description capable of being 
moved by any form of power for the 
transportation of animate or inanimate 
objects by land, water, or air, including, 
but without limiting the generality of 
the foregoing, automobiles, trucks, taxi- 
cabs, motor-cycles, boats, aeroplanes, and 
aerostats: 

(+) To acquire, maintain, and operate 
service stations, parking lots, and build- 
ings and garages for the storage, repair- 
ing, caring for, and keeping for hire 
therein of vehicles of every kind and of 
all the accessories thereof and thereto of 
any and every description, and to rent, 
lease, and hire motor-cars, trucks, and 

automobiles of all kinds: 

(c) To lend or advance any of the 
funds of the Company, with or without 
security, to any shareholder of the Com- 
pany, or to any other person, firm, or 
corporation: 


(d) To borrow or raise money for any 
purpose of the Company, and for the 
purpose of securing the same and interest 
on the same and for any other purpose, to 
mortgage or charge the property of the 
Company: 

(e) To make gifts and donations to 
any person, firm, or corporation or for 
any purpose whatsoever, whether such 
person, firm, or corporation be a member 
of the Company or not: 

(f) To do all other business incidental 
or deemed beneficial to the main objects 


of the Company. 
AS die EAE: 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67221. 


NOTICE IS HEREBY GIVEN that 
“Cambridge Carpet Cleaners Ltd.” was 
incorporated under the Companies Act on 
the 6th day of December, 1965. 

The Company is authorized to issue 
five thousand Class A voting common 
shares and five thousand Class B non- 
voting common shares without nominal 
or par value. 

The address of its registered office is 
at the office of LaCroix & Stewart, bar- 
risters and solicitors, Suite 2, 7375 Kings- 
way, Burnaby, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of clean- 
ers, pressers, dyers, Jaunderers, and 
repairers of rugs, carpets, draperies, cloth- 
ing, fabrics, goods, and household fur- 
nishings, and to carry on the business of 
upholsterers: 

(b) To import, export, manufacture, 
buy, sell, both wholesale and retail, to 
deal wifh in every way rugs, carpets, 
fabrics, household furniture, office furni- 
ture, and all other related products: 

(c) To import, export, manufacture, 
distill, methylate, buy, sell, and deal in 
gasoline, chemicals, spirits, and other 
products, whether simple or compounded 
with other substances, for the purpose of 
providing materials and liquids to be used 
in dry-cleaning, dyeing, and other related 
endeavours. 


A. Ho HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67220. 


NOTICE IS HEREBY GIVEN that 
“Ninore Investments Ltd.” was incorpo- 
rated under the Companies Act on the 
6th day of December, 1965. 


The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 


The address of its registered office is 
Suite 901, 736 Granville Street, Vancou- 
Ver, Bic, 


The objects for which the Company is 
established are:— 


(a) To purchase, take on lease or 
otherwise acquire any mines, mining 
rights, and lands and any interests therein, 
and to explore, work, exercise, develop, 
and turn to account the same; to quarry, 
smelt, refine, dress, amalgamate, and 
prepare for market ore, metal, and min- 
eral substances of all kinds; to buy, sell, 
manufacture, and otherwise deal in min- 
erals, plant, machinery, implements, con- 
veniences, provisions, and things capable 
of being used in connection with mining 
operations or required by workmen and 
others employed by the Company; and to 


construct, carry out, maintain, improve, 
manage, work, control, and superintend 
any roads, ways, industrial railways, 
bridges, reservoirs, water-courses, aque- 
ducts, wharves, furnaces, mills, crushing- 
works, hydraulic-works, factories, ware- 
houses, and other works and conveniences, 
and to contribute to, subsidize, or other- 
wise aid or take part in any such opera- 
tions: 

(b) To prospect, examine, explore, 
survey, and develop the resources of any 
territories, estates, or properties, and with 
a view thereto, to finance, organize, em- 
ploy, equip, and dispatch expeditions, 
commissions, engineering, mining, geo- 
logical and other experts and agents, and 
to prepare or cause to be prepared or 
assist in or subscribe towards the prepa- 
ration of any plans, examinations, sur- 
veys, reports, and specifications of any 
kind and nature whatsoever: 

(c) To negotiate or enter into any 
agreement or arrangements with any per- 
son, firm, or corporation, or with any 
government, authority, or power for any 
purpose and, in particular, for the grant 
or transfer to the Company or to any 
company promoted, formed, or registered 
by the Company or in which the Com- 
pany may be interested, or to any person, 
firm, or corporation, of any leases, con- 
cessions, options, rights, licences, per- 
mits, or other authorization for or relat- 
ing to the exploration, development, ac- 
quisition, or working of any lands: 

(d) To search for, acquire, work, and 
dispose of and deal in any mines, mining 
claims, metals, minerals, mineral wax, 
chemicals, clay, and other like substances: 

(e) To search for, obtain, produce, 
work, exploit, develop, purchase, store, 
manufacture, treat, render suitable for 
market or trade, smelt, calcine, refine, 
handle, carry away, sell, dispose of, and 
deal in or otherwise turn to account petro- 
leum and other minerals, oils, natural gas, 
asphalt, ozokerite, and hydrocarbons of 
all kinds and their products, metals, coal, 
ores, fuels, and any mineral, vegetable, or 
animal products or substances of every 
description: 

(f) To carry on the business of manu- 
facturing, purchasing, dealing or trading 
in, selling, and distributing, as principals 
or agents, either at wholesale or retail, 
petroleum and other oils and natural gas, 
asphalt, ozokerite, and hydrocarbons of 
all kinds and descriptions: 


(g) To carry on all or any of the busi- 
nesses of consignees and agents for the 
sale of and dealers in, and refiners and 
transporters of, petroleum and other oils 
and natural gas, asphalt, ozokerite, and 
hydrocarbons of all kinds and descrip- 
tions, and products thereof, and chemical 
manufacturers in all or any of their re- 
spective branches, and to erect refineries; 
to treat and market or turn to account in 
any other manner any petroleum or other 
oil and natural gas, asphalt, ozokerite, 
and hydrocarbons of all kinds and any 
products or by-products thereof or any 
other fuel and chemicals whether deriva- 
tives or compounds of natural gas, petro- 
leum, or other oil, or of any other nature: 


(h) To invest in shares, bonds, deben- 
tures, and other securities and evidences 
of indebtedness and obligations issued or 
guaranteed by any corporation, company, 
chartered bank, association, partnership, 
syndicate, entity, person, or governmental, 
municipal, or public authority, domestic 
or foreign, and evidences of any interest 
in respect of any such shares, bonds, de- 
bentures, and other securities and evi- 
dences of indebtedness and obligations, 
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and to invest and lend money at interest 
on the security of personal property or 
without security, and to change or alter 
any investments, and while the holder or 
owner thereof to exercise all rights, pow- 
ers, and privileges of ownership, including 
all voting rights, if any, with respect 
thereto. 
A. H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67246. 


NOTICE IS HEREBY GIVEN that 
“Zenith Steel Fabricators Limited” was 
incorporated under the Companies Act 
on the 8th day of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
iSth Floor, 1030 West Georgia Street, 
Vancouver 5, B.C. 

The objects for which the Company is 
established are:— 

(1) To carry on the businesses of man- 
ufacturers, fabricators, and erectors of 
iron, steel, and other metals, metal alloys, 
and metal products of all kinds: 

(2) To carry on the businesses of gen- 
eral contractors and builders, and to enter 
into contracts for, plan, design, construct, 
maintain, repair, manage, own, and carry 
on works, buildings, and other srtuctures 
of all kinds, both public and private. 


JNe Tele La Weil 
Registrar of Companies. 


de23—5420 


COMPANIES ACT 
No. 67222. 


NOTICE IS HEREBY GIVEN that 
“ Kitsilano Projects Ltd.” was incorpo- 
rated under the Companies Act on the 
6th day of December, 1965. 

The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preference shares with the nomi- 
nal or par value of one dollar each. 

The Company is also authorized to 
issue one thousand common shares with- 
out nominal or par value. 


The address of its registered office is 
Suite 207, 1489 West Broadway, Vancou- 
Ver, Bic: 

The objects for which the Company is 
established are:— 

(a) To purchase or otherwise acquire 
and to hold, sell, exchange, or otherwise 
dispose of and deal in, by way of invest- 
ment, the property, real or personal, 
rights and assets of, and bonds, deben- 
ture stock, debentures, shares of all 
classes, and securities of any form or type 
issued by any individual, corporation, or 
company, public or private, incorporated 
or unincorporated: 

(b) To take part in the management, 
supervision, or control of the business or 
operations of any company or under- 
taking of which the Company holds any 
shares, bonds, debentures, or other securi- 
ties or of which the Company owns any 
property, assets, or rights, and, for that 
purpose, to appoint and remunerate any 
managers, accountants, or other experts 
or agents: 

(c) To employ any individual, firm, or 
corporation to manage, in whole or in 
part, the affairs of the Company, and to 
employ experts to investigate and examine 
into the conditions, prospects, value, char- 
acter, and circumstances of any business 
concerns and undertakings, and, gener- 
ally, of any assets, property, or rights: 
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(d) To acquire by purchase, lease, or 


otherwise, and to take over and (or) 
manage and carry on all or any of the 
businesses, undertakings, properties, fran- 
chises, goodwill, contracts, rights, powers, 
and privileges held, enjoyed, or carried 
on by any person, firm, or corporation, or 
by any business, the carrying-on of which 
will, in the opinion of the Company, pro- 
mote the carrying-out of the undertakings 
of the Company or any of them or pos- 
sessed of any property suitable for the 
objects of the Company, as the Company 
may deem advisable, and, in particular, 
for shares, bonds, debentures, or other 
securities of the Company; and to Jet and 
sublet any property and to sell, lease, or 
otherwise dispose of the whole or any 
part of the Company’s business, property, 
and assets of any kind, and for such con- 
sideration as Company may deem advis- 
able, and, in particular, for shares, bonds, 
debentures, or other securities of any 
other company, and to undertake the lia- 
bilities of any such person, firm, or corpo- 


ration. 
A. HH. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67219. 


NOTICE IS HEREBY GIVEN that 
“Gordon Spratt & Associates Ltd.” was 
incorporated under the Companies Act on 
the 6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand Class A common and nine thou- 
sand Class B common shares all with a 
nominal or par value of one dollar each. 


The address of its registered office is 
1690 West Broadway, Vancouver, B.C. 


The objects for which the Company is 
established are:— 


(a) To carry on and conduct the busi- 
ness of a draughtsman for the purpose of 
building, erecting, altering, repairing, or 
doing any work in connection with all 
classes of buildings, constructions, erec- 
tions, and improvements of any kind and 
nature whatsoever, including the building, 
rebuilding, altering, repairing, or improv- 
ing of factories, buildings, warehouses, 
roads, ways, bridges, dams, power plants, 
and works or erections, both public and 
private, of every kind and description 
whatsoever, and locating and laying out 
the same, parts thereof, and generally to 
do and perform all work as draughtsman, 
and, with that end in view, to make, per- 
form, and carry out contracts covering 
the draughting practice and all other work 
or integral parts thereof connected there- 
with: 

(b) To act as consultants for any con- 
struction in contracting enterprises or for 
any person, firm, corporation, or associa- 
tion, public or private, directly or indi- 
rectly engaged in the contracting busi- 
ness: 


(c) To acquire real and personal prop- 
erty and to hold the property so acquired 
for investment and not for speculation or 
trading, and to utilize the funds of the 
Company to acquire such real and per- 
sonal property: 

(d) Subject to the Engineering Profes- 
sion Act, the Architectural Profession Act, 
and Land Surveyors Act, to carry on the 
business of designing, preparing of plans 
and specifications, locating or directing 
the construction of any work, or any 
phase or integral part of any work, in- 
cluding, but not restricting the generality 
of the foregoing, industrial works, rights- 
of-way, buildings, and constructions: 
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(c) To enter into partnership or any 
arrangements for sharing profits, joint ad- 
ventures, or reciprocal concessions or 
otherwise, with any person, firm, corpo- 
ration, or association carrying on or en- 
gaged in any business or transaction in 
which the Company is authorized to en- 
gage in: 

(f) To carry on any business which 
the directors of the Company may deem 
capable of being conveniently carried on 
in connection with the business of the 
Company or calculated, directly or indi- 
rectly, to enhance the value of or render 
profitable any of the Company’s proper- 


ties or rights. 
A. i. HALL, 


de23—5 420 Registrar of Companies. 





COMPANIES ACT 
No. 67151. 


NOTICE IS HEREBY GIVEN that 
“Clive Johnson Plumbing & Heating Ltd.” 
was incorporated under the Companies 
Act on the 2nd day of December, 1965S. 

The authorized capital of the Company 
is fifteen thousand dollars, divided into 
one thousand common shares and four- 
teen thousand preference shares, all with 
a nominal or par value of one dollar each. 

The address of its registered office is 
Suite 306, 1030 West Georgia Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on the business of 
plumbers: 

(b) To carry on the business of heating 
contractors: 

(c) To carry on the business of electri- 
cal and mechanical contractors, and to 
perform all the phases of home and apart- 
ment construction: 


(d) To buy and sell wholesale and re- 
tail plumbing and heating materials, elec- 
trical and mechanical parts. 


AC EE EAT, 


de23—5420 Registrar of Compan’es. 


COMPANIES ACT 
No. 67249. 


NOTICE IS HEREBY GIVEN that 
“Merrell Contractors Ltd.” was incorpo- 
rated under the Companies Act on the 8th 
day of December, 1965. 


The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 


The address of its registered office is 
325, 1155 West Georgia Street, Vancou- 
ver, B.C. 

The objects for which the Company is 
established are:— 


(a) To engage in and carry on ail or 
any of the business of general contractors 
and builders for and in the construction, 
erection, repair, alteration, and (or) op- 
eration of public and private works of 
whatsoever nature or kind, and to per- 
form electrical, mechanical, metallurgi- 
cal, chemical, and hydraulic engineering 
and architectural work, including the 
preparation of plans and specifications, 
and expert work as acting, consulting, and 
superintending engineers and architects, 
and generally to do and perform any and 
all work as builders and contractors, and 
with that end in view to solicit, obtain, 
make, perform, carry out, sub-contract 
and sub-let contracts, decrees, and con- 
cessions for or in relation to the building 
and contracting business and the work 
connected therewith: 
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(b) To design, lay out, construct, erect, 
equip, improve, make, repair, raise, and 
(or) develop public or private works and 
conveniences of all kinds: 

(c) To engage in and carry on in all or 
any of their respective branches all or 
any of the businesses of paving, manu- 
facturers of, dealers, and workers in ce- 
ment, asphalt, stone, crushed stone, sand, 
shale, rock, wood, bricks, blocks, tiles, 
paving materials, clay, gravel, gravel-pits, 
and by-products thereof, construction, 
maintenance, and repair of roads, towing, 
wrecking, salvaging, stevedoring, lighter- 
ing, dredging, excavating, marine and 
submarine work, roofers, quarry masters, 
and stone merchants, supplies, equipment, 
and requisites: 

(d) To carry on the business and opera- 
tions of a mining, milling, reduction, and 
development company: 

(e) To produce, manufacture, purchase, 
acquire, search for, win from the earth, 
refine, smelt, store, distribute, sell, dis- 
pose of, and deal in silver, gold, nickel, 
copper, iron, steel, manganese, cobalt, 
coal, coke, platinum, palladium, sodium, 
metals, minerals, and mineral substances, 
chemicals, lumber, and any minerals, 
and all or any articles consisting or partly 
consisting of the above and all or any 
products thereof, and to that end to ex- 
plore, prospect, mine, quarry, bore, sink 
wells, construct works, or otherwise pro- 
ceed as may be necessary. 


A. H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67251. 


NOTICE IS HEREBY GIVEN that 
“Canadian Dance Studios Ltd.” was in- 
corporated under the Companies Act on 
the 8th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares having a nom- 
inal or par value of one dollar each. 

The address of its registered office is 
care of William E. Whittall, barrister and 
solicitor, 802, 475 Howe Street, Vancou- 
ver, B.C. 

The object for which the Company is 
established is: To carry on the business 
generally of a dance studio or dance 
studios, and, in particular, but without 
limiting the generality of the foregoing, 
to sell or give dancing lessons of all 


kinds; to hold dances, and to promote 
dancing. 

A da EL Aue as 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67226. 


NOTICE IS HEREBY GIVEN that 
“Capilano Storage Ltd.” was incorpo- 
rated under the Companies Act on the 
6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
114 West 15th Street, North Vancouver, 
Bigs 

The objects for which the Company is 
established are:— ; 

(a) To carry on generally the business 
of trucking and transporting goods, wares, 
and merchandise; to act as forwarders, 
customs-house brokers, warehousemen, 
and storage and express agents, and carry 
on any business similar to the foregoing 
or which may be carried on advantage- 
ously therewith: 








(b) To contract with persons, firms, or 
corporations for the carriage and trans- 
portation of any goods, chattels, or mer- 
chandise, money, packages or parcels 
which may be entrusted to it for convey- 
ance from place to place: 

(c) To carry on the business of owners 
and operators of omnibuses, cabs, taxi- 
cabs, motor-buses, motor-trucks, and 
other private or public conveyances: 

(d) To loan or advance any of the 
funds of the Company to any shareholder 
of the Company or to any other person, 
firm, or corporation, and to guarantee to 
any bank, person, firm, or corporation 
due payment of any money owing or to 
become owing by any other person, firm, 
or corporation, or the performance of any 
other person, firm, or corporation of any 
covenant, agreement, provision, stipula- 
tion, or condition of any contract, or the 
performance of any other obligation; 
this power to be exercised by the Com- 
pany subject to the provisions of the 
Insurance Act: 

(e) To make gifts and donations to any 
person, firm, or corporation for any pur- 
pose whatsoever, whether such person, 
firm, or corporation be a member of this 
Company or not. 

IN, Nale JaVN0I 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67218. 

NOTICE IS HEREBY GIVEN that 
“Kov Holdings Ltd.” was incorporated 
under the Companies Act on the 6th day 
of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
7806 Heather Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 


(a) Yo purchase or otherwise acquire 
and to hold, sell, exchange, or otherwise 
dispose of and deal in the property, real 
or personal, rights and assets of, and 
bonds, debentures, debenture stock, shares 
of all classes, and securities of any form 
or type issued by any individual, corpora- 
tion, or company, public or private, in- 
corporated or unincorporated: 

(b) To take part in the management, 
supervision, or control of the business or 
operations of any company or under- 
taking of which the Company holds any 
shares, bonds, debentures, or other securi- 
ties, or of which the Company owns any 
property, assets, or rights, and for that 
purpose to appoint and remunerate any 
managers, accountants, or other experts 
or agents: 

(c) To employ any individual, firm, or 
corporation to manage, in whole or in 
part, the affairs of the Company, and to 
employ experts to investigate and examine 
into the conditions, prospects, value, char- 
acter, and circumstances of any business 
concerns and undertaking, and, generally, 
of any assets, property, or rights: 

(d) To acquire by purchase, lease, or 
otherwise, and to take over and (or) 
manage and carry on all or any of the 
businesses, undertakings, properties, fran- 
chises, goodwill, contracts, rights, powers, 
and privileges held, enjoyed, or carried on 
by any person, firm, or corporation, or 
by any business, the carrying-on of which 
will, in the opinion of the Company, pro- 
mote the carrying-out of the undertakings 
of the Company or any of them, or pos- 
sessed of any undertakings of the Com- 





pany or any of them, or possessed of any 
property suitable for the objects of the 
Company, as the Company may deem 
advisable, and, in particular, for shares, 
bonds, debentures, or other securities of 
the Company, and to let and sublet any 
property and to sell, lease, or otherwise 
dispose of the whole or any part of the 
Company’s business, property, and assets 
of any kind for such consideration as the 
Company may deem advisable and, in 
particular, for shares, bonds, debentures, 
or other securities of any other company, 
and to undertake the liabilities of any 
such person, firm, or corporation. 


Ais, EL pA, 


de23—_5420 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7280. 

I HEREBY CERTIFY that “The 
British Columbia Dental Hygienists’ As- 
sociation” has this day been incorporated 
as a Society under the Societies Act. 

The locality in which the operations of 
the Society will be carried on is the Proy- 
ince of British Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-fourth day of November, one 
thousand nine hundred and sixty-five. 


AL EL EAI, 
Registrar of Companies. 


The objects of the Society are: — 

(a) To cultivate, promote, and sustain 
the art and science of dental hygiene: 

(b) To represent and safeguard the 
common interest of its members: 

(c) To contribute toward the improve- 
ment of the health of the public. 

ja6—5420 


[L.s.] 





COMPANIES ACT 
No. 67207. 

NOTICE IS HEREBY GIVEN that 
“Ove Witt’s Health Centre Ltd.” was in- 
corporated under the Companies Act on 
the 6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred common shares with a nominal 
or par value of one dollar each and nine 
hundred ninety preferred shares with a 
nominal or par value of ten dollars each. 

The address of its registered office is 
Suite 107 Yarrow Building, 645 Fort 
Street, Victoria, B.C 

The objects for which the Company is 
established are:— 

(a) To operate and carry on the busi- 
ness of a health and exercise centre, and 
to provide a gymnasium, exercise equip- 
ment, swimming pool, massage and ther- 
apy facilities, refreshment room, and 
other conveniences in connection there- 
with, and to buy, sell, and otherwise deal 
in any materials, articles, or things re- 
quired in connection with or incidental 
to such business: 


(b) To carry on any other business 
which may seem to the Company capable 
of being carried on in connection with 
the foregoing objects or otherwise calcu- 
lated directly or indirectly to enhance the 
value of any of the Company’s property 
and rights for the time being. 


A, He HALL, 


de23—5420 Registrar of Companies. 
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INCORPORATION 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7272. 

I HEREBY CERTIFY that “The North 
Vancouver Business Association ” has this 
day been incorporated as a Society under 
the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
City and District of North Vancouver, 
Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this seventeenth day of November, one 
thousand nine hundred and sixty-five. 


A. H. HALL, 
Registrar of Companies. 


The object of the Society is: To form 
an association of men and women en- 
gaged in business, commercial, and pro- 
fessional activity in the Citv and District 
of North Vancouver; to foster mutual 
co-operation and interchange of informa- 
tion and ideas amongst its members, and 
amongst all persons engaged in business, 
commercial, and professional activity in 
the City and District of North Vancou- 
ver; and to sponsor such programmes, 
commercial and civic, as shall promote 
prosperity and advancement in the com- 
munity as a whole. de23—5354 


[L.S.] 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7265. 


I HEREBY CERTIFY that “ Vancou- 
ver General Contractors Association” has 
this day been incorporated as a Society 
under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
City of Vancouver, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this tenth day of November, one thousand 
nine hundred and sixty-five. 


EH  EAIIE: 
Registrar of Companies. 


The objects of the Society are:— 

(a) To take over the whole or any of 
the assets and liabilities of the unincorpo- 
rated association known as the Vancou- 
ver General Contractors Association, and 
with a view thereto to enter into an agree- 
ment: 

(b) To promote the consideration and 
discussion of all questions affecting the 
business of general contracting and gen- 
erally to promote co-operation between 
the members on all matters affecting the 
business of general contracting: ; 

(c) To give to members of the Legis- 
lature and other public bodies facilities 
for conferring with and ascertaining the 
views of persons engaged in the business 
of general contracting matters directly 
or indirectly affecting that business: 

(d) To originate and promote improve- 
ments in the law, and to support or op- 
pose alterations therein, and to effect 
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the purposes aforesaid, to petition the 
Federal Parliament or the Provincial 
Legislature, and to take such other steps 
and proceedings as may be deemed to 
be expedient: 

(e) To disseminate among its members 
information on all matters affecting the 
business of general contracting, and to 
print, publish, issue, and circulate such 
papers, periodicals, books, circulars, and 
other literary undertakings as may seem 
conducive to any of these objects: 

(f) To provide facilities for collective 
bargaining with representatives of trade 
unions whose members are employed 
from time to time by members of the 
association: 

(g) To improve and elevate the tech- 
nical and general knowledge of persons 
engaged in, or about to engage in, the 
business of general contracting, or in any 
employment, manual or otherwise, in 
connection therewith, and with a view 
thereto to provide for the delivery of lec- 
tures and the holding of classes, and to 
test by examination or otherwise the com- 
petence of such persons, and to institute 
and establish scholarships, grants, re- 
wards, and other benefactions: 

(h) To promote excellence in the con- 
struction of buildings and just and hon- 
ourable practice in the conduct of busi- 
ness, and to suppress malpractice: 

({) To arrange and promote the adop- 
tion of equitable forms of contract and 
other documents used in the business of 
general contracting, and to encourage the 
settlement of disputes by arbitration: 

(j) To encourage the discovery of and 
investigate and make known the nature 
and merits of inventions which may seem 
capable of being used by persons engaged 
in the business of general contracting: 

(kK) To establish, subsidize, promote, 
co-operate with, receive into union, be- 
come a member of, act as or appoint 
trustees, agents, or delegates for, control, 
manage, superintend, lend monetary assis- 
tance to, or otherwise assist any associa- 
tions and institutions, incorporated or not 
incorporated, with objects altogether or 
in part similar to those of the Associa- 
tion, and, in particular, to carry out this 
object in relation to the Vancouver Con- 
struction Association: 

(m) To admit any persons (whether 
eligible or not eligible for active member- 
ship) to be honorary or life members of 
the Association on such terms, and to 
confer on them such rights and privileges 
as may seem expedient: 

(n) To borrow any moneys required 
for the purposes of the Association upon 
such terms and on Such securities as may 
be determined: 

(o) To purchase, take, lease, exchange, 
hire, or otherwise acquire any real and 
personal property and any rights or privi- 
leges necessary or convenient for the pur- 
poses of the Association, and to construct, 
alter, and maintain any buildings required 
for the purposes of the Association: 

(p) To obtain an Act of the Legisla- 
ture for the dissolution of the Association 
and the reincorporation of its members 
for any of these objects, and any other 
Act which may seem conducive to any of 
these objects: 

(q) To sell, improve, manage, develop, 
lease, mortgage, dispose of, turn to ac- 


j; count, or otherwise deal with all or any 


part of the property of the Association: 
(r) To invest the moneys of the Asso- 


improvements in administration, and, for! ciation not immediately required upon 
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such securities or otherwise in such man- 
ner aS may from time to time be deter- 
mined: 

(s) To do all such other lawful things 
as are incidental or conducive to the at- 
tainment of the above objects or any of 
them; provided that the Association shall 
not support with its funds or impose on 
its members or endeavour to procure the 
observance of any regulation which, if an 
object of the Association, would make it 
a trade union: 

(t) The Vancouver General Contrac- 
tors Association shall be non-political and 
non-sectarian. de23—5354 
CERTIFICATE OF INCORPORATION 








Societies Act 
Canada: 
Province of British Columbia. 
No. 7282. 

I HEREBY CERTIFY that “Capilano 
Cat Fanciers” has this day been incorpo- 
rated as a Society under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
City of North Vancouver, Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this first day of December, one thousand 
nine hundred and sixty-five. 


e-sal A. E HALL, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To sponsor and promote the wel- 
fare of all breeds of cats: 

(b) To hold cat shows and promote in- 
terest in and knowledge of pure-bred cats: 

(c) To cultivate friendship among, and 
to promote the interest of, the owners, 
fanciers, and breeders of cats: 

(d) To encourage breeding towards the 
Canadian Cat Association Standard of 
Perfection, and to encourage the registra- 
tion of cats with the Canadian Cat Asso- 
ciation. ja6—5420 





CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 


No. 7273. 

I HEREBY CERTIFY that “Arrow- 
smith Baptist Church ” has this day been 
incorporated as a Society under the Soci- 
eties Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
at the Alberni Valley, County of Na- 
naimo, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this seventeenth day of November, one 
thousand nine hundred and sixty-five. 


[L.s.] AL EL SALE. 
Registrar of Companies. 


The objects of the Society are:— 

(a) To preach the Gospel: 

(b) To administer the Ordinance of 
the New Testament: 

(c) To minister to the spiritual needs 
of its members and all people everywhere: 

(d) To train Christian workers for the 
Lord’s work: 

(e) To further the evangelization of 
the world by converting men, women, and 
children to a living faith in Jesus Christ. 

de23—5354 
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INCORPORATION 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No: 7275. 


I HEREBY CERTIFY that “ Mothers’ 
Alone Society” has this day been incor- 
porated as a Society under the Societies 
Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Greater Vancouver Area, Province of 
British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 


this eighteenth day of November, one | 


thousand nine hundred and sixty-five. 


jos kg) 3 VAI Ee 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote welfare of women and 
children who have been deserted or aban- 
doned, or are without means to support 
themselves adequately: 

(b) To promote independence and self- 
sufficiency of deserted women and chil- 
dren: 

(c) Provide facilities and information 
for women dependent on public or private 
assistance with respect to status, rights, 
and legal remedies: 

(d) Yo advance social, economic, and 
educational benefits to such persons afore- 
said, by legislation, legal, social, and 
charitable means: 

(e) To assist wherever possible, fathers 
of children, such children having been 
abandoned by their mothers. 

de23—5354 
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CERTIFICATE OF INCORPORATION 





Societies Act 


Canada: 
Province of British Columbia. 
NOwi27 7. 
I HEREBY CERTIFY that “The 


Northwest Wilderness Society of the Uni- 
tarian Church” has this day been incor- 
porated as a Society under the Societies 
Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
the Kootenay area, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this nineteenth day of November, one 
thousand nine hundred and sixty-five. 


As Hi HALL, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote the principles (or cause) 
of Unitarianism, and, in connection there- 
with, the development and promotion and 
strengthening of unity and good will, the 
bonds of fellowship among the people of 
the Pacific Northwest: 

(b) For the purposes of the Society to 
establish, operate, and maintain wilder- 
ness camps, church retreats, and con- 
ference grounds and facilities for the 
members and adherents of the Unitarian 
faith. and their families and friends: 


[L.s.] 


(c) For the purposes of the Society to | 


acquire, by purchase, exchange, lease, 
gift, devise, bequest, donation, or other- 
wise, any real or personal property, and 





| 





from time to time to sell, mortgage, lease, 
or otherwise dispose of any real or per- 
sonal property: 

(d) Generally to take and exercise all 
the powers, rights, and privileges of, or 
pertaining to a Society as provided in the 
Societies Act, and generally to carry on 
such activity as the Trustees of the Society 
from time to time deem necessary, proper, 
and lawful, and in furtherance of the 
objects of the Society, but so that under 
no circumstances shall the affairs of the 
Society be carried on for profit or gain, 
and no part of the income of the Society 
shall be payable or otherwise available 
for the personal benefit of any member 
of the Society: 

(e) To be affiliated and to co-operate 
with the British Columbia Unitarian 
Council, the Pacific Northwest District of 
the Unitarian Universalist Association, 
the Canadian Unitarian Council, and the 
Unitarian Universalist Association of 
Churches and Fellowships. de23—-5354 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7278. 


I HEREBY CERTIFY that “Fair- 
haven Foundation” has this day been in- 
corporated as a Society under the Socie- 
ties Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Victoria, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-second day of November, one 
thousand nine hundred and sixty-five. 


A. H. HALE, 
Registrar of Companies. 


The objects of the Society is: To con- 
struct, equip, operate, and maintain a 
home or homes for the care of elderly 
citizens of low income and to receive 
moneys for that purpose. de23—5354 


[L.s.] 


COMPANIES ACT 
No. 67213. 


NOTICE IS HEREBY GIVEN that 
“Valley Glass Shop Ltd.” was incorpo- 
rated under the Companies Act on the 6th 
day of December, 1965. 

The authorized capital of the Company 


_is ten thousand dollars, divided into one 


thousand common shares and nine thou- 
sand preferred shares, all with a nominal 
or par value of one dollar each. 

The address of its registered office is 
129 Main Street, Chilliwack, B.C. 


The objects for which the Company is 
established are:— 


(a) To manufacture, produce, buy, 
sell, import, export, and generally deal in 
and with all kinds of glass, glassware, 
and glass products and by-products, and 
articles, goods, wares, and merchandise 
of all kinds containing glass or silicon or 
in connection with which glass or mate- 
rials containing silicon may be used: 

(b) To manufacture, produce, buy, 
sell, import, export, and generally deal in 
and with all kinds of refractories, clay, 
and plastic products and wood and metal 


| products and articles, goods, wares, and 


merchandise of every nature and kind for 
the manufacture of which the plant, ma- 
chinery, and property of the Company 
may from time to time be available or 
suitable: 


(c) To manufacture, buy, sell, and 
deal in all supplies used in building and 
construction of both the wholesale and 
retail level: 

(d) To act as agents for persons or 
corporations engaged in like businesses: 

(e) To operate and maintain such 
premises as may be necessary to carry out 
the above objects; provided always, not- 
withstanding the provisions of section 22 
of the Companies Act of British Colum- 
bia, the Company shall have no power to 
buy, acquire, or otherwise deal in real 
property, or any interest therein other 
than for actual use of the same in carry- 
ing out the above objects or for occupa- 
tion by the Company, its officers, and 
servants. 

A. H. HALL, 
Registrar of Companies. 


de23—5420 
COMPANIES ACT 
No. 67214. 


NOTICE IS HEREBY GIVEN that 
“Gelmer Enterprises Ltd.” was incorpo- 
rated under the Companies Act on the 
6th day of December, 1965. 

The Company is authorized to issue ten 





thousand common shares without nomi- 
nal or par value. 

The address of its registered office is 
616, 620 Standard Building, 510 West 
Hastings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) For investment purposes only, to 
purchase, take in exchange, or otherwise 
acquire real and personal property of all 
kinds, but not to deal or barter in same: 

(b) To hold, own, maintain, alter, and 
improve any real property which the 





Company may acquire and to manage 
the same: 

(c) To lease the whole or any portion 
of the property which the Company may 
acquire and to manage same: 

(d) To invest and deal with the 
moneys of the Company in such a man- 
ner and to carry on such business as from 
time to time may be determined: 

(e) To borrow or raise money; to 
secure the repayment of money as the 
Company shall deem fit and, in particular, 
by the issue of debenture stock, perpetual 
or otherwise, charged on the Company’s 
property or any part thereof: 

(f) To increase or reduce the capital 
of the Company: 

(g) To make gifts and donations. 


A. BH. HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67215. 


NOTICE IS HEREBY GIVEN that 
“ Scott Langley Agencies Ltd.” was incor- 
porated under the Companies Act on the 
6th day of December, 1965. 

The authorized capital of the Company 
is nine thousand dollars, divided into 
nine thousand five-per-cent non-cumula- 
tive redeemable preference shares with 
a nominal or par value of one dollar each. 

The Company is also authorized to 
issue One thousand shares without nomi- 
nal or par value. 

The address of its registered office is 
He Duchess Avenue, West Vancouver, 
Bi, 

The objects for which the Company is 
established are:— 

(a) To buy, sell, either at wholesale 
or retail, manufacture, import, export, 
and otherwise deal in and with goods, 
|wares, products, and merchandise of 
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every kind and description, and to carry 
on a general manufacturing, trading, and 
commercial business: 

(b) To carry on the business of manu- 
facturers’ agent or representative and to 
act in the capacity of agent for the manu- 
facturers of products, goods, wares, and 
merchandise of every kind and descrip- 
tion: 

(c) To acquire real and personal prop- 
erty and to hold the property so acquired 
for investment only and not for specula- 
tion or trading, and to utilize the funds 
of the Company to acquire such real 
and personal property. 


A. H. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67206. 


NOTICE IS HEREBY GIVEN that 
“Pawco Investments Ltd.” was incorpo- 
rated under the Companies Act on the 
6th day of December, 1965. 

The Company is authorized to issue 
ten thousand shares without nominal or 
par value. 

The address of its registered office is 
Suite 1, 929—102nd Avenue, Dawson 
Creek, B.C. 

The objects for which the Company is 
established are:— 

(a) To invest in shares, stocks, bonds, 
debentures, debenture stock, and other 
evidences of indebtedness and obligations 
issued or guaranteed by any corporation, 
company, chartered bank, association, 
partnership, syndicate, entity, person, or 
governmental, municipal, or public au- 
thority, domestic or foreign, and evi- 
dences of any interest in respect of any 
such shares, stocks, bonds, debentures, 
debenture stock, and other evidences of 
indebtedness and obligations, and to in- 
vest and lend money at interest on the 
security of personal property or without 
security, and to change, alter, or realize 
upon any investments and to reinvest any 
moneys which may at any time be avail- 
able for that purpose: 

(b) To acquire by original subscrip- 
tion, tender, purchase, exchange, or other- 
wise, and to hold, either as principal or 
agent and absolutely as owner or by way 
of collateral security, and to enjoy, sell, 
and to hypothecate and to exchange or 
otherwise dispose of and deal in any such 
shares, stocks, bonds, debentures, deben- 
ture stock, and other evidences of indebt- 
edness and obligations and evidences of 
any interest in respect of any such shares, 
stocks, bonds, debentures, debenture 
stock, and other evidences of indebtedness 
and obligations, and, while the owner or 
holder thereof, to exercise all rights, pow- 
ers, and privileges of ownership, including 
all voting rights, if any, with respect 
thereto: 

(c) To promote, organize, manage, or 
develop, or to assist in the promotion, 
organization, management, or develop- 
ment of any corporation, company, syndi- 
cate, firm, partnership, enterprise, Or un- 
dertaking, or to take over, manage, and 
dispose of in any manner whatsoever any 
business or undertaking in which the 
Company may be interested or in the 





securities of which it may have invested | 


its funds or with which it may have busi- 
ness relations: ; ; 
(d) To purchase or otherwise acquire 
and hold or otherwise deal in real and 
personal property and rights and, in par- 
ticular, lands, buildings, hereditaments, 


business or industrial concerns and under- | 


takings, mortgages, charges, contracts, 
concessions, franchises, annuities, patents, 
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licences, securities, policies, book debts, 
and any interest in real or personal prop- 
|erty, any claims against such property or 
against any person or company, and privi- 
leges and choses in action of all kinds: 

(e) To procure capital, credit, or other 
assistance for establishing, extending, or 
|reorganizing any enterprise or industry 
carried on or intended to be carried on by 
any person, firm, corporation, or com- 
pany: 

(f) To lend money to any person, per- 
sons, or corporation, including any direc- 
tors and shareholders of the Company, 
either with or without interest; subject to 
the provisions of the /nsurance Act to 
guarantee the contracts of any person, 
persons, or corporation, including con- 
tracts with any of the directors and share- 
holders of the Company: 

(zg) To buy or sell or otherwise dispose 
of, hold, own, import, export, deal in, 
either as principal or agent, and upon 
commission, consignment, or otherwise, 
goods, wares, products, and merchandise 
of any kind or nature whatsoever; to do 
general merchandising, brokerage, selling, 
and factors’ business in goods, wares, and 
merchandise: 

(h) Either directly or through the 
ownership of shares of the capital stock 
of one or more companies now herein- 
after incorporated, to carry on the busi- 
ness of wholesale, retail, or departmental 
store, and to carry on generally the busi- 
'ness of buying, selling, importing, export- 
ing, manufacturing, and generally dealing 
in goods, wares, and merchandise. 


AS EH.) HATTIE, 
Registrar of Companies. 








de23—5420 


COMPANIES ACT 
No. 67212. 


NOTICE IS HEREBY GIVEN that 
“Peace Enterprizes Ltd.” was incorpo- 
rated under the Companies Act on the 6th 
day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
10500 Tenth Street, Dawson Creek, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on generally the business 
of trucking and transporting goods, wares, 
and merchandise; to act as forwarders, 
custom-house brokers and warehousemen, 
and storage and express agents, and to 
/ carry on any business similar to the fore- 
going or which may be carried on advan- 
tageously therewith: 


(b) To carry on business as general 
contractors and builders for the construc- 
tion, erection, and fabrication and build- 
ing of all manner of buildings, roads, 
ways, bridges, tramways, wharves, works, 
structures, and to engage in land clearing, 
snow removal, and to operate as genera! 
construction company and to carry on 
the business of engineering: 


(c) To carry on the business of man- 
agement, consultants, industrial consul- 
tants, and advisors and consultants in the 
operation of all kinds of businesses, opera- 
tions, and undertakings, and, particularly, 
| and without limiting the generality of the 
foregoing, to devise, design, and install 
for all manner of businesses, industries, 
and other enterprises, systems with re- 
spect to sales and administrative expenses, 
‘production, purchase, accounting, and 
costs methods, labour, overhead costs, 
and any other business similar to the 
foregoing: 











2881 





(d) To carry on in all its branches the 
general business of farming, ranching, 
and agriculture, and to buy, sell, and deal 
in farms and farm equipment, machinery, 
live stock, grain, horses, cattle, and live 
stock of all kinds: 

(e) To carry on the business of aero- 
photography, surveying, and aerial ex- 
termination and prospecting: 

(f) To establish and maintain lines of 
regular or irregular services of aircraft 
and conveyances of all kinds, and to carry 
on the business of carriers of passengers 
and goods by air. 





A, EL HALL, 
de23—5420 Registrar of Companies. 
COMPANIES ACT 


No. 67216. 


NOTICE IS HEREBY GIVEN that 
“R. J. Booth Contracting Ltd.” was in- 
corporated under the Companies Act on 
the 6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
3306 East 46th Avenue, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of gen- 
eral contractors and builders, and to enter 
into contracts for, construct, execute, and 
carry on all description of works, build- 
ings, and other structures, and to carry 
on for the purposes aforesaid the business 
of a general construction company and 
contractors for the construction of works, 
buildings, and other structures, public 
and private: 

(b) To manufacture, repair, buy, sell, 
import, export, exchange, lease, and deal 
in motor-vehicles, trucks, tractors, trail- 
ers, machinery, and equipment of all 
kinds, and in the parts and accessories 
thereto: 

(c) To carry on the business of im- 
porters, exporters, producers, refiners, 
storers, transporters, marketers, suppliers, 
and distributors of and traders in petro- 
leum and petroleum products and by- 
products of every kind and description 
and natural gas: 

(d) To manufacture, buy, sell, and 
deal in all supplies used in building and 
construction, including hardware, cement, 
lumber, plumbers’ supplies, fixtures, and 
all other similar products. 


toe IEE lel XII 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67217. 

NOTICE IS HEREBY GIVEN that 

“ Nanaimo Tire Sales Ltd.” was incorpo- 
rated under the Companies Act on the 
6th day of December, 1965. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Room 730, 470 Granville Street, Van- 
couver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of manu- 
facturers and dealers in automobile tires, 
tubes, and accessories, and all description 
of rubber goods: 

(b) To manufacture, produce, buy, 
sell, export, and deal in rubber, rubber 
products, gutta percha, and all articles, 
goods, wares, and merchandise in which 
rubber or gutta percha or any other simi- 
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lar substance is Or may be used, and the 
various materials entering into the manu- 
facture of any and all such goods, and 
such products and by-products as are 
incidental thereto: 

(c) To treat, refine, or otherwise deal 
with rubber, gutta percha, or other simi- 
lar materials, or any of the by-products 
used in the manufacture or treatment 
thereof: 

(d) To operate garages, repair shops, 
service stations, and to buy and deal in 
motor-cars, motor-cycles, motor-trucks, 
and all kinds of motor-vehicles: 

(e) To manufacture, buy, sell, import, 
export, and generally deal in all kinds of 
accessories, machinery, implements, uten- 
sils, apparatus, and appliances, whether 
incidental to the construction of motor- 
cars or otherwise, and to buy, sell, and 
deal in gasoline, oil, and lubricants. 


A. HW. HALE, 
Registrar of Companies. 


de23—5420 


COMPANIES ACT 
No. 67250. 


NOTICE IS HEREBY GIVEN that 
“Far-West Petroleums Ltd.” was incorpo- 
rated under the Companies Act on the 
8th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
4466 Kingsway, Burnaby, B.C. 

The object for which the Company is 
established is: Yo import, export, buy, 
sell, and deal in goods, wares, and mer- 
chandise of all kinds and descriptions, 
and to carry on any or all lines of busi- 
ness as manufacturers, producers, pro- 
cessors, merchants, distributors, commis- 
sion agents, and wholesale and retail im- 
porters or exporters, and, without lim- 
iting the generality of the foregoing, to 
acquire, construct, and operate ware- 
houses, stores, and shops, and to acquire, 
own, and carry on the business of whole- 
sale and retail dealers in and purchasers 
and distributors of automotive lubricants 
and all kinds and classes of goods, wares, 
and merchandise connected therewith. 


A, H. HALL, 
Registrar of Companies. 





de23—5420 





COMPANIES ACT 
No. 67209. 


NOTICE IS HEREBY GIVEN that 
“Abree Builders Ltd.” was incorporated 
under the Companies Act on the 6th day 
of December, 1965. 

The authorized capital of the Company 
is twenty thousand dollars, divided into 
ten thousand common shares with a nom- 
inal or par value of one dollar each and 
one thousand preferred shares with a 
nominal or par value of ten dollars each. 

The address of its registered office is 
Suite 1, Royal Bank Building, 10302 
Tenth Street, Dawson Creek, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, 
and deal in hardware: 

(b) To manufacture, produce, adapt, 
prepare, lease, buy, and to sell or other- 
wise dispose of or deal in, iron and steel 
products, machines, machinery, and any 
articles in the manufacture or composi- 
tion of which metal is a factor, and to 
carry on any other manufacturing or dis- 


purchase, sell, 





tributing business which can conveniently 
be carried on in conjunction with any of 
the Company’s purposes or objects: 


(c) To manufacture, buy, sell, and 
deal in all products and supplies used in 
building and construction, including 
bricks, terra cotta, tiles, and pipes and 
hardware, cement, lumber, plumbers’ 
supplies, fixtures, and all other similar 
products: 

(d) To engage in and carry on all or 
any of the businesses of general contrac- 
tors and engineers, and builders for and 
in the construction, erection, repair, alter- 
ation, maintenance, and (or) operation 
of public and private works of whatso- 
ever nature or kind, and to perform elec- 
trical, mechanical, metallurgical, chemi- 
cal, and hydraulic engineering, and archi- 
tectural work, including the preparation 
of plans and specifications and expert 
work as acting, consulting, and superin- 
tending engineers and architects, and, gen- 
erally, to do and perform any and all 
work as builders and contractors, and 
with that end in view to solicit, obtain, 
make, perform, carry out, sub-contract 
and sublet contracts, decrees, and con- 
cessions for or in relation to the building 
and contracting business and the work 
connected therewith: 

(e) To design, lay out, construct, erect, 
equip, improve, make, repair, raise, and 
(or) develop public or private works and 
conveniences of all kinds: 

(f) To engage in and carry on in all 
or any of their respective branches all or 
any of the businesses of paving, manufac- 
turers of, dealers and workers in cement, 
asphalt, stone, crushed stone, sand, shale, 
rock, wood, bricks, blocks, tiles, paving 
materials, clay, gravel, gravel pits and 
by-products thereof, construction, mainte- 
nance, and repair of roads, towing, wreck- 
ing, salvaging, stevedoring, lightering, 
dredging, excavating, marine and sub- 
marine work, roofers, quarry masters and 
stone merchants, supplies, equipment, and 
requisites: 

(g) To carry on the business of gen- 
eral contractors and to enter into con- 
tracts for, construct, execute, own, and 
carry on all description of works, and to 
carry on for the purposes aforesaid the 
businesses of a general construction com- 
pany and contractors for the construction 
of works, public and private: 

(h) To act as carriers, truckmen, cart- 
age agents, and forwarders by land and 
water, agents, commission agents, insur- 
ance agents, merchants, warehousemen, 
and to warehouse and store products, ma- 
terials, goods, wares, and merchandise for 
other persons, firms, companies, and cor- 
porations: 

(i) To import, export, buy, sell, lease, 
rent, and otherwise deal in and deal with 
motor-trucks, tractors, motor-cars, auto- 
mobiles, conveyances of all kinds, and all 
parts used in the construction thereof as 
well as motors, engines, machinery of all 
kinds, and electrical accessories and sup- 
plies, and to carry on a general machine 
shop, general repair, and garage business: 

(j) To carry on the business of electri- 
cians, mechanical engineers, manufactur- 
ers of and workers and dealers in engines, 
dynamos, generators, batteries, storage 
batteries, switchboards, electric-lighting 
plants, electric-power plants, electric mo- 
tors, electric appliances and accessories of 
every description, and any business in 
which the application of electricity for 
any power, light, or otherwise, is or may 
be useful, convenient, or ornamental, or 
any other business of a like nature; to 
manufacture and produce and, either as 
principals or agents, trade and deal in and 
with any article belonging to any such 
business and appliances, domestic and 
commercial, apparatus and things in con- 











nection therewith, or any inventions or 
patents for the production thereof; to 
apply the same for the production of elec- 
tric light or power; to light streets, places 
and buildings, public and private, by 
means of electricity or otherwise or to 
enable the same to be lighted; to con- 
struct, maintain and operate, manufac- 
ture, and apply electricity and articles, 
appliances, and accessories therefor; to 
use, manufacture, operate, and equip all 
electric apparatus now known and which 
may hereafter be invented; to acquire by 
purchase or otherwise and to obtain, ac- 
cept, and use all permits and franchises; 
to enter into such contracts and to make 
such arrangements as may be necessary to 
carry out the above; and to deal in goods, 
chattels, wares, and merchandise of every 
description: 

(k) To carry on the respective busi- 
nesses of plumbing manufacturers, heat- 
ing and refrigeration contractors, manu- 


| facturers, and dealers in sanitary fixtures 


and supplies, and to install sprinklers and 
air-conditioning equipment and ventilat- 
ing plant and supplies, pipes, fittings, ap- 
paratus, and repairs for heat, light, gas, 
propane gas, and water supplies; to carry 
on a wholesale and retail manufacturing 
and sales business in the above-mentioned 
goods, wares, and merchandise: 


(/) To carry on the business of sheet- 
metal workers and roofers in all its 
branches, and, in connection therewith, to 
manufacture, buy, sell, and deal in roofing 
materials of every nature and kind, tin- 
plate, sheet metal of iron, steel, brass, 
copper, and all other metals; to carry on 
the business of manufacturers of and 
dealers in brick of all kinds, terra cotta 
tiles, drain and sewer pipes, cement, lime, 
stone, and artificial stone and its products; 
to carry on business as brass and iron 
founders, engineers, manufacturers and 
dealers in brass, copper, zinc, iron, and 
other metals, and as machinists and 
smiths; to manufacture, buy, sell, and 
deal in goods, wares, and merchandise 
made in whole or any part of copper, 
brass, iron, and other metals, and to man- 
ufacture, buy, sell, and deal in hardware 
of all descriptions, machines and machine 
supplies. 

A. H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 


No. 67208. 


NOTICE IS HEREBY GIVEN that 
“ Mercer Construction Ltd.” was incorpo- 
rated under the Companies Act on the 
6th day of December, 1965. 

The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preferred shares with a nominal 
or par value of one dollar each. 

The Company is also authorized to 
issue one thousand common shares with- 
out nominal or par value. 

The address of its registered office is 
1313 Burrard Building, 1030 West Geor- 
gia Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To engage in and carry on all or 
any of the businesses of general contrac- 
tors and engineers, and builders for and 


in the construction, erection, repair, alter- 


ation, maintenance, and (or) operation 
of public and private works of whatso- 


ever nature or kind, and, generally, to do 


| 


and perform any and all work as builders 
and contractors, and with that end in 
view to solicit, obtain, make, perform, 
carry Out, sub-contract, and sublet con- 
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tracts, decrees, and concessions for or in 
relation to the building and contracting 
business and the work connected there- 
with: 

(b) To design, lay out, construct, erect, 
equip, improve, make, repair, raise, and 
(or) develop public or private works and 
conveniences of all kinds: 

(c) To engage in and carry on in all 
or any of their respective branches all or 
any of the businesses of paving, manu- 
facturers of, dealers, and workers in ce- 
ment, asphalt, stone, crushed stone, sand, 
shale, rock, wood, bricks, blocks, tiles, 
paving materials, clay, gravel, gravel pits 
and by-products thereof, construction, 
maintenance, and repair of roads, towing, 
wrecking, salvaging, stevedoring, lighter- 
ing, dredging, excavating, marine and 
submarine work, roofers, quarry masters 
and stone merchants, supplies, equipment, 
and requisites. 

A. H. HALL, 
Registrar of Companies. 


de23—5420 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7270. 


I HEREBY CERTIFY that “ Christian 
Science Society, Prince George, B.C.” has 
this day been incorporated as a Society 
under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Prince George, Province of British Co- 
lumbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this seventeenth day of November, one 
thousand nine hundred and sixty-five. 


AC Ee EA eIc: 
Registrar of Companies. 


The object of the Society is: To main- 
tain and advance the cause of Christian 
Science according to the teaching of the 
Bible and the Christian Science textbook, 
Science and Health with Key to the Scrip- 
tures, by Mary Baker Eddy. 

de23—5354 
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COMPANIES ACT 
No. 67210. 


NOTICE IS HEREBY GIVEN that 
“An-Li Importers & Exporters Co. Ltd.” 
was incorporated under the Companies 
Act on the 6th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
hundred common shares with a nominal 
or par value of one hundred dollars each. 

The address of its registered office is 
207 East Pender Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of gen- 
eral importers and exporters of, and to 
buy, sell, barter, exchange, pledge, and 
make advances upon or otherwise deal in 
goods, produce, machinery, articles, and 
merchandise of all kinds and descriptions: 

(b) To establish or acquire and carry 
on offices, factories, stores, and depots, 
acquire, carry on, develop, and improve 
any business, real or personal property, 
or any undivided interest or other interest 
whatsoever therein respectively: 

(c) To purchase, build, hire, charter, 
or otherwise own, hold, use, and dispose 
of steam and other ships and vessels and 
their appurtenances: 
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(d) To acquire agencies and enter into 
contracts for the entire or any part of any 
output of any producer of raw or manu- 
factured or partly manufactured goods, 
wares, merchandise, materials, or com- 
modities of any kind: 

(e) To carry on business as purchasing 
agents, manufacturers’ agents, distributing 
agents, commission merchants, and mer- 
cantile brokers: 

(f) To make gifts and donations to any 
person, firm, or corporation, for any pur- 
pose whatsoever, whether such person, 
firm, or corporation be a member of this 
Company or not. 

A, H. HALL, 


de23—5420 Registrar of Companies. 





CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7268. 


| HEREBY CERTIFY what = The 
Church of Jesus Christ of Christian 
Brotherhood” has this day been incorpo- 
rated as a Society under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
municipality of North Cowichan, City of 
Duncan, and over Vancouver Island, 
Province of British Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixteenth day of November, one thou- 
sand nine hundred and sixty-five. 


Jake lel, ia VNILIE, 
Registrar of Companies. 


The object of the Society is: To ad- 
vance the cause of Christianity amongst 
all persons by the preaching of the Gos- 
pel and the dissemination of Christian 
Truth at meetings held in the open air 
and indoors, and by visitation among the 
poor and lowly and the sick, and by car- 
rying on all types of educational and 
charitable work, and by any other method 
or means by which the members of the 
Society believe the cause of Christianity 
and the spread of Christian religion and 
of Christianity generally and the worship 
of God and the promotion of Christian 
knowledge can be accomplished. 

de23—5354 


COMPANIES ACT 
No. 67211. 


NOTICE IS HEREBY GIVEN that 
“ Horner Developments Ltd.” was incor- 
porated under the Companies Act on the 
6th day of December, 1965. 

The authorized capital of the Company 
is nine thousand dollars, divided into nine 
thousand preference shares with a nomi- 
nal or par value of one dollar each. 

The Company is also authorized to 
issue one thousand shares without nomi- 
nal or par value. 

The address of its registered office is 
Suite 207, 1489 West Broadway, Van- 
couver, B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on a general real-estate, 
insurance, brokerage, commission, finan- 
cial, mercantile, manufacturing, and con- 
tracting business: 

(b) To act generally as real-estate, in- 
surance, and financial agents, accountants, 
stock and insurance brokers, auctioneers, 
and valuators of property: 

(c) To act in the name of principals 
as general or special agent or attorney in 
the acquisition, management, sale, assign- 


[L.s.] 
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ment, transfer, encumbrance, conveyance, 
or other disposition of any real or per- 
sonal property, shares or bonds, the in- 
vestment and collections of moneys, rents, 
interest, dividends, notes, and other secu- 
rities, and, generally, as the representative 
of any government, body corporate, syn- 
dicate, or person in the transaction of 
business: 

(d) To assemble land for develop- 
ment, either as principal or agent, engage 
in project, planning, arrange building con- 
tracts, and do mortgage placement. 


A. H, HALL, 
Registrar of Companies. 


COMPANIES ACT 
No. 67264. 


NOTICE IS HEREBY GIVEN that 
“Kelly Painting Ltd.” was incorporated 
under the Companies Act on the 9th day 
of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
at the office of LaCroix & Stewart, barris- 
ters and solicitors, 7375 Kingsway, Bur- 
naby, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of paint- 
ing contractors: 

(b) To buy, sell, deal in, manufacture, 
import, export, and in every way deal 
with paints, paint supplies, and all related 
materials and products: 

(c) To carry on the business of general 
contractors. 


de23—5420 





AAS Es SSUAIEIE, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67280. 


NOTICE IS HEREBY GIVEN that 
“Great Slave Mines Ltd. (N.P.L.)” was 
incorporated under the Companies Act as 
a Specially Limited Company on the 10th 
day of December, 1965. 

The authorized capital of the Company 
is five million dollars, divided into five 
million common shares with a nominal or 
par value of one dollar each. 

The address of its registered office is 
423 United Kingdom Building, 409 Gran- 
ville Street, Vancouver, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 


_(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: _ 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water rights 
and privileges, patents, patent rights and 
concessions, and other real or personal 
property: 
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(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 
trating-works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(zg) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 
pose thereof. 

AG ELAIUIL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 


No. 67262. 


NOTICE IS HEREBY GIVEN that 
“Cam Oil Ltd.” was incorporated under 
the Companies Act on the 9th day of 
December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
Suite 108, 718 Granville Street, Vancou- 
Ver, 5.C, 

The objects for which the Company is 
established are: — 

(a) To prospect, examine, explore, 
survey, and develop the resources of any 
territories, estates, or properties, and with 
a view thereto to finance, organize, em- 
ploy, eauip, and dispatch expeditions, 
commissions, engineering, mining, geo- 
logical, and other experts and agents, and 
to prepare or cause to be prepared, or 
assist in or subscribe toward the prepara- 
tion of, any plans, examinations, surveys, 
reports, and specifications of any kind 
and nature whatsoever: 

(b) To negotiate or enter into 
agreements or arrangements with 
person, firm, or corporation or with any 
government, authority, or power for any 
purpose, and in particular for the grant 
or transfer to the Comp2ny or to any 
company promoted, formed, or registered 
by the Company or in which the Com- 
pany may be interested or to any person, 
firm, or corporation of any leases, conces- 
sions, options, rights. licences, permits, or 
other euthorization for or relating to the 
exploration, development, acquisition, or 
working of any lands: 

(c) To search for, acauire, work, and 
d'spose of and deal in any mines, metals, 
minerals, oil, petroleum, natural gases, 
and other like substances: 

(d) To produce, manufacture, import, 
export, buy, sell, and otherwise deal in 
goods, wares, and merchandise of all 


any 
any 


kinds and, without limiting the generality 
of the foregoing, to manufacture and sell 
any goods, substances, articles, or things 
of whatsoever kind: 

(e) To purchase or otherwise acquire 
and to hold, sell, exchange, or otherwise 
dispose of and deal in the property, real 
or personal, rights and assets of, and 
bonds, debentures, debenture stock, shares 
of all classes and securities of any form 
or type issued by any individual, corpora- 
tion, or company, public or private, in- 
corporated or unincorporated: 

(f) To take part in the management, 
supervision, or control of the business or 
operations of any company or undertak- 
ing of which the Company holds any 
shares, bonds, debentures or other securi- 
ties or of which the Company owns any 
property, assets, or rights, and for that 
purpose to appoint and remunerate any 
managers, accountants, or other experts 


or agents. 
& He HALE, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67261. 


NOTICE IS HEREBY GIVEN that 
“Pacific Assemblies Company Limited ” 
was incorporated under the Companies 
Act on the 9th day of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
3402—15th Street, Vernon, B.C. 

The objects for which the Company is 
established are: — 

(1) To engage in and carry on all or 
any of the businesses of general contrac- 
tors and-design engineers and builders for 
and in the construction, manufacture, 
erection, repair, alteration, maintenance, 
and (or) operation of public and private 
works or apparatus of whatsoever nature 
or kind, and to solicit, obtain, make, per- 
form, carry out, subcontract, and sublet 
contracts, decrees, and concessions for or 
in relation to the building, contracting, 
and manufacturing business and any 
works connected therewith: 

(2) To design, lay out, construct, 
erect, equip, improve, make, repair, raise, 
and (or) develop public or private works, 
apparatus, and conveniences of all kinds: 

(3) To perform electrical, mechanical, 
metallurgical, chemical, and hydraulic 
engineering and architectural work, in- 
cluding the preparation of plans and spe- 
cifications, and expert work as acting, 
consulting, and superintending designers, 
engineers, and architects, and generally 
to do and perform any and all work as 
builders and contractors: 

(4) To manufacture and deal in appa- 
ratus, materials, supplies, equipment, and 
requisites of all kinds, and to establish, 
meintain, and conduct a jobbing commis- 
sion and general agency business and 
cerry on the business of manufacturers’ 
agents and commission merchants: 


(5) To manufacture, buy, sell, ex- 
change, lease, let, alter, and otherwise 
deal in, in any manner whatsoever, all 
kinds of plant, machinery, apparatus, 
tools and implements, utensils, substances, 
equipment, materials, and things used in 
connection with all or any of the afore- 
said purposes and the manufacturing 
business generally: 

(6) To borrow or raise or secure the 
payment of money in such manner as the 
Company thinks fit, and in particular by 
the issue of debentures or debenture 
stock, perpetual or otherwise, charged 





upon all or any of the Company’s prop- 
erty, both present and future, including 
its uncalled capital, and to purchase, 
redeem, or pay off any such securities: 

(7) To apply for, secure, acquire by 
grant, legislative enactment, assignment, 
transfer, purchase, or otherwise, and to 
exercise, carry out, and enjoy any charter, 
licence, power, authority, franchise, con- 
cession, right, or privilege which any 
government or authority or any corpora- 
tion or other public body may be empow- 
ered to grant and to pay for aid in and 
contribute toward carrying the same into 
effect, and to appropriate any of the 
Company’s shares, debentures, or other 
securities and assets to defray the neces- 
sary costs, charges, and expenses thereof: 

(8) To take or hold mortgages, hypo- 
thecs, warrants of attorney, judgments, 
liens, and charges to secure payment of 
the purchase price or for any unpaid bal- 
ance of the purchase price of any part of 
the Company’s property of whatever kind 
sold by the Company or any money due 
to the Company from purchasers and 
others, and to sell or otherwise dispose of 
said mortgages, hypothecs, judgments, 
liens, and charges. 


de23—5420 


AH HALE. 
Registrar of Companies. 


COMPANIES ACT 
No. 67260. 


NOTICE IS HEREBY GIVEN that 
“Bio Metals Corporation Ltd. (Non-Per- 
sonal Liability)” was incorporated under 
the Companies Act as a Specially Limited 
da on the 9th day of December, 
1965. 

The authorized capital of the Company 
is ten million dollars, divided into ten 
million shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Suite 71, 553 Granville Street, Vancou- 
ver, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water rights 
and privileges, patents, patent rights and 
concessions, and other real or personal 
property: 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting- works, concen- 
trating- works, refining- works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
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laboratories, warehouses, boarding houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

({) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 


pose thereof. 
Ac BH. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67256. 


NOTICE IS HEREBY GIVEN that 
* Peninsula Building Supply Ltd.” was in- 
corporated under the Companies Act on 
the 8th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
702, 475 Howe Street, Vancouver, B.C. 

The object for which the Company is 
established is: To manufacture, buy, sell, 
and deal in all supplies used in building 
and construction, including hardware, 
cement, lumber, lumber supplies, fixtures, 
and all other similar products. 


A. HB. HALL, 
Registrar of Companies. 





de23—5420 








COMPANIES ACT 
No. 67258. 


NOTICE IS HEREBY GIVEN that 
“L. G. White & Associates Ltd.” was in- 
corporated under the Companies Act on 
the 9th day of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
10th Floor, Credit Foncier Building, 850 
West Hastings Street, Vancouver, B.C. _ 

The objects for which the Company is 
established are:— 

(a) To cerry on, in any or all of their 
respective branches, the businesses of 
mining engineers and geologists, petro- 
leum and natural gas geologists, and to 
act as consultants and managers to per- 
sons, firms, and corporations engaged in 
petroleum, natural gas and mining opera- 
tions and any other natural resources: 

(b) To acquire, own, lease, prospect 
for, open, explore, survey, develop, work, 
improve, maintain, and manage, either 
for its own account or others, mines, 
petroleum and natural gas wells, permits, 
concessions, reservations, and lands be- 
lieved to contain or to be capable of con- 
taining and producing minerals, petro- 
leum and natural gas, and, either for its 
own account or others, to drill for, search 
for, win, get, pump, assay, refine, distill, 
analyze, manufacture, treat and prepare 
for market, store, transport, pipe, sell, 
buy, exchange, and otherwise deal in 
minerals, petroleum and natural gas, and 
the components and by-products thereof: 
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(c) To guarantee to any bank, person, | tion or idea capable of being used for any 


firm, or corporation the due payment of 
any moneys by any other person, firm, or 
corporation, and the due fulfilment, per- 
formance, and carrying out by any per- 
son, firm, or corporation of the covenants, 
agreements, provisions, stipulations, and 
conditions of any contract or obligation. 
(This power shall be exercised by the 
Company subject to the provisions of the 
insurance Act.) 
A. H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67255. 


NOTICE IS HEREBY GIVEN that 
“Triangle Investments Limited” was in- 
corporated under the Companies Act on 
the 8th day of December, 1965. 

The authorized capital of the Company 
is twenty-five thousand one hundred and 
fifty dollars, divided into one hundred 
and fifty ordinary common shares and 
twenty-five thousand preferred shares, all 
with a nominal or par value of one dollar 
each. 

The address of its registered office is 
625, The 925 West Georgia Building, 925 
| West Georgia Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, pledge, hold, and 
generally to deal in bonds, debentures, 
| stocks, shares, and other securities of 
every kind and description: 

(b) To carry on business as under- 
writers of securities of every kind and 
description: 

(c) To carry on any other business 
and do all such things which may seem to 
the Company to be incidental to or con- 
ducive to the attainment of the fore- 
going objects or capable of being bene- 
ficially carried on in connection with the 
foregoing objects, or calculated, directly 
or indirectly, to enhance the value of or 
render profitable any of the property or 
rights of the Company. 


AN, 16h, JEUNIEIL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 


No. 67257. 
NOTICE IS HEREBY GIVEN that 
“Eagle Toys Ltd.” was incorporated 


under the Companies Act on the 9th day 
of December, 1965. 

The authorized capital of the Company 
is nine thousand dollars, d.vided into nine 
thousand preference shares with a nom- 
inal or par value of one dollar each. 

The Company is also authorized to issue 
one thousend common shares without 
nominal or par value. 

The address of its registered office is 
601, 850 West Hastings Street, Vancou- 
ver, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of im- 
porting, exporting, manufacturing, pack- 
aging and distributing at wholesale of 
toys, electrical or mechanical goods, hard- 
ware, tools, plastics, goods, wares, and 
merchandise: 

(b) To purchase and take over the 
business and assets of any company car- 
| rying on business which this company is 
| authorized to do: 

(c) To apply for, purchase, or other- 
wise ecquire any trade marks, patents, 
licences, franchises, or concessions, con- 
ferring exclusive or non-exclusive rights 
to any process or formula or any inven- 














of the purposes of the Company or which 
may seem calculated to benefit the Com- 
pany, and to grant or Jet sub-rights of the 
same: 

(d) To purchase, lease, buy, sell, or 
mortgage goods, chattels, machinery, 
equipment, trucks, and any real or per- 
sonal property which may be required by 
or be useful to the Company in connec- 
tion with its business or its development: 

(e) To borrow such moneys as may be 
necessary for the purposes of the Com- 
pany and in connection with the purchase 
of any business or assets to pay for the 
same in cash or shares or other securities 
of the Company or partly in one manner 
and partly in another. 


A. H, HALL, 
Registrar of Companies. 





de23—5420 
CERTIFICATE OF INCORPORATION 








Societies Act 
Canada: 
Province of British Columbia. 
No, 72/1, 

I HEREBY CERTIFY that “ The Good 
Shepherd Shelter Foundation” has this 
day been incorporated as a Society under 
the Societies Act. 

The locality in which the operations of 


ithe Society will be chiefly carried on is 


within the territorial limits of Vancouver 
Island, Province of British Columbia. 
Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this seventeenth day of November, one 
thousand nine hundred and sixty-five. 


A, BALL, 
Registrar of Companies. 


[es 


The object of the Society is: To pro- 
vide a refuge for lost, strayed, and aban- 
doned animals; to provide hospital care 
and outdoor clinic care for small animals; 
to publish literature on the welfare and 
care of animals in magazine articles, 
pamphlets, and newspapers; to support 
any national effort for better protective 
laws and regulations for the care and 
safety of animals; to educate children 
and others in animal care and welfare by 
means of clubs, teaching classes, and the 
showing of film and other media; and to 
fight all vivisection and experimental 
work on animals until such time as the 
total abolition of these practices has been 
obtained, as well as to fight all other 
forms of cruelty where animals are con- 
cerned. de23—5354 





COMPANIES ACT 
No. 67263. 


_ NOTICE IS HEREBY GIVEN that 
“ Henry A. Conroy Excavating Ltd.” was 
incorporated under the Companies Act on 


, the 9th day of December, 1965. 


The Company is authorized to issue one 
thousand common and nine thousand pre- 
ferred shares without nominal or par 
value. 

The address of its registered office is 
3, 13589 King George VI Highway, Sur- 
Ley, B.C: 

The objects for which the Company is 
established are: — 

(a) To purchase, acquire, and take 
over aS a going concern the business and 
undertaking heretofore carried on by 
Henry A. Conroy Excavating, situate at 
11859—88th Avenue, in the Municipality 
of Delta, B.C., together with all or any of 
the assets and liabilities thereof, and to 
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pay for the same either in cash or shares 
or securities of the Company, or partly in 
cash or partly in shares or securities or 
any other consideration, and to carry on 
the business of the same: 

(b) To move, remove, haul, excavate, 
process, buy, sell, and deal in earth, sand, 
gravel, rock, ore, timber, logs, lumber, 
timber products, or other materials made 
available by or required for construction 
of buildings, bridges, causeways, roads, 
railways, runways, sidewalks, ditches, 
drains, sewers, pipelines, tunnels, mines, 
quarries, wharves, breakwaters, dams, or 
similar works or undertakings: 

(c) To engage in the business of con- 
struction contractors, subcontractors, and 
suppliers of materials: 

(d) To purchase, acquire, and hold 
real estate for its own use, but not for the 
purpose of trading in real estate: 

(e) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects. 


A. H. HALL, 
de23—5420 Registrar of Companies. 
COMPANIES ACT 


No. 67271. 


NOTICE IS HEREBY GIVEN that 
“R. C. H. Equipment Ltd.” was incorpo- 
rated under the Companies Act on the 
10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares with a nominal 
or par value of ten dollars each. 

The address of its registered office is 
at the law offices of Murdoch R. Robert- 
son, 4611 Lazelle Avenue, Terrace, B.C. 

The objects for which the Company is 
established are: — 

(a) To acquire and hold real and per- 
sonal property of every kind and descrip- 
tion, including mortgages, agreements for 
sale, leases, shares, stocks, debentures, 
bonds, and securities of all kinds and 
descriptions for the purposes of invest- 
ment and for the purpose of earning rent 
and interest, but not to trade in the same 
as a business or plan for profit: 

(b) To acquire real and personal prop- 
erty and to hold the property so acquired 
for investment only and not for specula- 
tion or trading, and to utilize the funds 
of the Company to acquire such real and 
personal property: 

(c) To buy, purchase, lease, erect, con- 
struct, build, or otherwise acquire, own, 
operate, manage, and let out on lease or 
otherwise stores, office buildings, apart- 
ments, hotels, and housing accommoda- 
tion of any nature whatsoever. 


Ay Hi. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67205. 


NOTICE IS HEREBY GIVEN that 
“ Triangle Enterprises Ltd.” was incorpo- 
rated under the Companies Act on the 6th 
day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into nine 
hundred preferred shares with a nominal 
or par value of ten dollars each and one 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
2427 Nanaimo Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To service, Manage, acquire, lease, 
and hold real and personal property of 
every kind and description, including 
mortgages, agreements for sale, leases, 





shares, stocks, debentures, bonds, and 
securities of all kinds and descriptions for 
the purposes of investment and for the 
purpose of earning rent and profit, but 
not to trade in the same as a business or 
plan for profit: 

(b) To purchase, lease, exchange, or 
otherwise acquire lands or interests 
therein, together with any buildings or 
structures thereon, and to maintain, alter, 
and improve such buildings or construct 
and maintain new buildings thereon: 

(c) To prepare building sites and to 
construct, reconstruct, alter, improve, dec- 
orate, furnish, and maintain offices, flats, 
houses, factories, warehouses, and lands, 
and to consolidate, connect, or subdivide 
properties: 

(d) To purchase, repair, and service 
conveyances and vehicles and accessories 
and parts thereof and to lease, use, oper- 
ate, maintain, let for hire, and rent such 


vehicles. 
Ae Aleta: 


de23—5 420 Registrar of Companies. 


COMPANIES ACT 
No. 67283. 


NOTICE IS HEREBY GIVEN that 
“Laurie Designs International Ltd.” was 
incorporated under the Companies Act 
on the 10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
13144—S6th Avenue, R.R. 1, Cloverdale, 
B.C. 

The objects for which the Company is 
established are: — 

(a) To carry on business as a general 
financial agent in the field of interior 
design; to renovate, purchase sell, lease, 
manufacture, import, export, hire consul- 
tant opinion, remodel furniture, parti- 
tions, fixtures, floorings, and floor cover- 
ings: 

(b) To operate an office management 
service: 


(c) To carry on business as a general 
financial agent, broker, stock broker and 
promoter, and, generally, to carry on in 
all its branches an agency, promotion, 
and brokerage business: 


(d) To subscribe for, underwrite, pur- 
chase, invest in, or otherwise acquire, 
offer for public subscription, sell, assign, 
or otherwise deal in stocks, bonds, deben- 
tures, shares, and other securities of any 
government or municipal or school cor- 
poration, or of any chartered bank, or of 
any industrial, commercial, or mining 
corporation, or of any other duly incor- 
porated company: 

(e) To buy, hold, own, hire, maintain, 
control, take, lease, sell, assign, exchange, 
transfer, manage, improve, develop, pledge, 
mortgage, or otherwise deal in and dis- 
pose of, either absolutely as owner or by 
way of collateral security or otherwise, 
any property, real and personal, movable 
and immovable, and assets generally: 


(f) To act as agents and brokers for 
the investment, loan, payment, transmis- 
sion, and collection of money for the 
purchase, sale, improvement, develop- 
ment, and management of any property, 
real or personal, business, or undertaking, 
and the management, direction, reorgani- 
zation or control of syndicates, partner- 
ships, associations, companies, or corpo- 
rations; and to finance, administer, and 
promote, or to assist in financing, admin- 
istering, and promoting firms, partner- 
ships, and corporations: 


(g) To investigate, examine, and re- 
port on the standing, prospects, business, 
affairs, and conditions of any person, 
firm, or corporation, and to investigate, 
examine, and report on the value of prop- 
erty, real and personal, public or private, 
and to investigate and report on any 
real estate, lands, or tenements or chat- 
tels, or on any issue of bonds or deben- 
tures or other security of any person, 
firm, or corporation, or the circumstances 
of any business concern or undertaking, 
and, generally, on any assets, property or 
rights: 

(h) To carry on the business of a res- 
taurant; to sell food and beverages to 
the public; and to deal in foods and pro- 
visions of every kind and description, 
including the sale of candy, cigarettes, 
and such other articles as may be neces- 
sary for the convenience of the customers 
and others dealing with the Company: 


(i) To promote education in the field 
of interior design, or in any other educa- 
tional field. 

BNe (St, ISUNICIL- 
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Societies Act 
Canada: ‘ 
Province of British Columbia. 
No. 7291. 

I HEREBY CERTIFY that “Port 
Hardy Flying Club” has this day been 
incorporated as a Society under the 
Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Port Hardy, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this ninth day of December, one thousand 
nine hundred and sixty-five. 


A. H. HALL, 
Registrar of Companies. 


[L.s.] 


The objects of the Society are:— 

(a) To acquire, hold, operate, and 
maintain all manner of lighter-than-air 
and heavier-than-air craft: 

(b) To promote flying and aviation in 
general and to teach and train persons in 
the art of the science of flying and navi- 
gation and operating all manner of lighter- 
than-air and heavier-than-air craft: 


(c) To acquire, hold, lease, manage, 
rent or sell real property for the pur- 
pose of establishing and maintaining fly- 
ing and landing fields, airports, air-har- 
bours, depots, and hangars for the care, 
housing, reception, and dispatch of air- 
craft for the purpose of the Society and 
of the members thereof: 


(2) To apply for and obtain all such 
licences and permits from municipal, pro- 
vincial, or other proper authority as may 
be requisite for the purposes of the 
Society: 

(e) To borrow or raise or secure the 
payment of money in such manner as the 
Society shall think fit, and, in particular, 
by the issue of debentures charged upon 
all or any of the Society’s property, and 
to purchase, redeem, or pay off such 
securities: 

(f) To operate aircraft and other facili- 
ties owned, acquired, leased, or rented by 
the Society to the mutual benefit of all 
members on a non-profit-sharing basis: 

(g) To do all other things as are inci- 
dental or conducive to the attainment of 
the objects of the Society. jal3—5420 
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Societies Act 
Canada: 
Province of British Columbia. 
No. 7274. 

I HEREBY CERTIFY that “The Kins- 
men Club of Kaslo” has this day been 
incorporated as a Society under the 
Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
the City of Kaslo, Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this eighteenth day of November, one 
thousand nine hundred and sixty-five. 


A. BH. HALL, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote and further the objects 
of the Association of Kinsmen Clubs: 

(6) To promote and direct fellowship 
among young men of good character 
within Canada: 

(c) To the end that they may be im- 
proved and educated in modern business 
and professional! methods and ethics; that 
the interest of each in the welfare of his 
community may be stimulated; that 
constitutional authority may be upheld; 
that a spirit of co-operation, tolerance, 
understanding, and equality between all 
nations and all peoples be fostered and 
stimulated and that unity of thought and 
purpose throughout Canada be estab- 
lished toward this goal; that they shall 
carry on service work within their com- 
munity. de23—5354 
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COMPANIES ACT 
No, 67281. 


NOTICE IS HEREBY GIVEN that 
“Curley’s Safety Service Ltd.” was incor- 
porated under the Companies Act on the 
10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into one 
thousand common shares having a nom- 
inal or par value of ten dollars each. _ 

The address of its registered office is 
at the law offices of Murdoch R. Robert- 
son, 4611 Lazelle Avenue, Terrace, B.C. 

The objects for which the Company is 
established are:— F 

(a) To take over as a going concern 
the business now carried on by Randolph 
Churchill Haigh and Stella Haigh under 
the firm name and style of “Curley’s 
Safety Service” as of the Ist day of De- 
cember, 1965: ? 

(b) To carry on the business of im- 
porters, exporters, storers, _transporters, 
marketers, suppliers, and distributors of 
and traders in gasoline, oils, petroleum, 
petroleum products and by-products of 
every kind and description: , 

(c) To purchase, lease, or otherwise 
acquire, hold, own, maintain, manage, 
and operate garages, gasoline, oil, and 
petroleum products stations, storehouses, 
storerooms, warehouses, and other like 
places for the safekeeping, cleaning, re- 
pairing, and care generally of automo- 
biles and motor cars of all and every 
kind, description, and class; to buy, sell, 
rent, lease, and hire motor cars, trucks, 
and automobiles of all kinds, and to 
operate any shops and conveniences and 
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| supply any services which can be conveni- 


;enluy operated or supplied in connection 
| With any of the foregoing: 

(d) ‘lo carry on the business of dealers 
in, both wholesale and retail, and to 
purchase, acquire, manufacture, sell, or 
otherwise dispose of all kinds of accesso- 
ries, parts, attachments, and equipment 
for automobiles, motor cars and motor 
trucks, 

A, H. HALL, 
Registrar of Companies. 


de23—5420 








COMPANIES ACT 
No. 67267. 

NOTICE IS HEREBY GIVEN that 
“Copac Holdings Ltd.” was incorporated 
under the Companies Act on the 10th day 
of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Room 730, 470 Granville Street, Vancou- 
Ver, EC 

The objects for which the Company is 
established are:— 

(a) To manufacture, assemble, build, 
repair, lease, purchase, or otherwise ac- 
quire, sell, exchange, import, export, dis- 
pose of, distribute, exhibit, and deal or 
traffic in any manner in goods, wares, 
merchandise, machinery and equipment, 
and articles of every kind and description 
whatsoever, and supplies, parts, and ac- 
cessories thereof: 

(b) To acquire real and personal prop- 
erty, including the shares, stocks, bonds, 
debentures, or other securities of any 
government, state, municipality, company, 
or other body or authority, wheresoever 
incorporated and whatever its objects, 
and to hold the same for investment only 
and not for speculation and trading, and 
to vary any investments: 

(c) To purchase, manage, lease, and 
rent buildings, apartments, and _ hotel 
properties and furniture, stock in trade 
and equipment periaining to such prop- 
erties, and to repair, maintain, improve, 
and alter such properties and chattels for 
the purposes set out in sub-clauses (a) 
and (4) hereof. 

Ay EEA, 


de23—5 420 Registrar of Companies. 


COMPANIES ACT 
No. 67284. 


NOTICE IS HEREBY GIVEN that 
“Westminster Mechanical Ltd.” was in- 
corporated under the Companies Act on 
the 10th day of December, 1965. 

The Company is authorized to issue ten 
thousand ordinary shares without nominal 
or par value. 

The address of its registered office is 
Suite 301, 713 Columbia Street, New 
Westminster, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on the business of plumb- 
ing, heating, and refrigeration contractors, 
and to install sprinklers and air-condition- 
ing equipment; to carry on trade in metal 
products, and to engage in the manfac- 
ture, fabrication, contruction, erection, 
and maintenance of plumbing, heating, 
ventilating, air-conditioning, sprinkler, 
and refrigeration machinery and equip- 
ment, and other metal products; and gen- 
erally to carry on a wholesale, retail, 
manufacturing, and sales business in the 
aforesaid goods, wares, and merchandise: 


(b) To carry on the business of sheet- 
metal workers in all its branches: 

















(c) To carry on the trade or business 
of manufacturing, buying, and selling, 
both wholesale and retail, importing and 
exporting, and otherwise dealing in hard- 


ware, both specialized and general, and 
hardware supplies, and any articles in the 
manufacture or composition of which 


metal is a component, or articles con- 
nected with the hardware business gen- 
erally: 

(d¢) To acquire real and personal prop- 
erty and to hold the property so acquired 
for investment only and not for specula- 
tion or trading, and to utilize the funds 
of the Company to acquire such real and 
personal property. 

A. H. HALL, 
Registrar of Companies. 


de23—5420 





COMPANIES ACT 
No. 67265. 

NOTICE IS HEREBY GIVEN that 
“Romega Fashions Ltd.” was incorpo- 
rated under the Companies Act on the 
9th day of December, 1965. 

The Company is authorized to issue 
one thousand Class A common and ten 
thousand Class B common shares without 
nominal or par value. 

The address of its registered office is 
Tenth Floor, Credit Foncier Building, 
850 West Hastings Street, Vancouver, 
Bic. 


The objects for which the Company is 
established are: — 

(a) To carry on all or any of the busi- 
nesses of manufacturers of clothing, wear- 
ing apparel, garments, fabrics, materials, 
and ornaments, and any articles, com- 
modities, merchandise, or things neces- 
sary for the purposes of the Company, 
with a right to manufacture, import, and 
export, and to act as manufacturers’ 
agents or commission agents in all kinds 
of manufactured articles, goods, wares, 
merchandise, and materials: 

(b) To carry on the business of im- 
porters and exporters of, and to buy, sell, 
and deal in all kinds and descriptions of 
goods, materials, wares, and merchandise: 

(c) To carry on a general mercantile 
business as importers, exporters, and deal- 
ers in all kinds of goods, materials, wares, 
and merchandise, whether wholesale or 
retail, and by means of stores, ware- 
houses, shops, or agencies in all such 
places as the Company may deem to be 
profitable and advantageous: 

(d) To carry on the business of manu- 
facturers’ agents or representatives and 
to act in the capacity as agents for the 
manufacturers of goods: 

(e) To carry on any or all lines of 
business as manufacturers, producers, 
merchants, importers and exporters gen- 
erally, without limitation as to class of 
products or merchandise, and to manu- 
facture, produce, adapt, repair, buy, sell, 
and otherwise deal in any materials, arti- 
cles, or things required in connection with 
or incidental to such business: 


(f) To organize, manage, or develop, 
or to assist in the organization, manage- 
ment, or development of any corporation, 
company, syndicate, firm, partnership, 
enterprise, or undertaking, and to take 
Over, manage, or dispose of, in any man- 
ner whatsoever, any business or under- 
taking in which the Company may be so 
interested: 


(g) To acquire and hold for the pur- 
pose of earning interest, dividends, or 
other moneys, but not trade in the same 
as a business or plan for profit, shares 
stocks, debentures, bonds, obligations, 
agreements, and securities, or any right, 
title, or interest therein: 


2888 





(h) To guarantee to any bank, person, 
firm, or corporation, due payment of any 
moneys by any other person, firm, or 
corporation, and the due fulfilment, per- 
formance, and carrying-out by any per- 
son, firm, or corporation of the covenants, 
agreements, provisions, stipulations, and 
conditions of any contract or obligation; 
this power shall be exercised by the Com- 
pany subject to the provisions of the 
Insurance Act. 


AS Ee HAI 
de23—5420 Registrar of Companies. 
COMPANIES ACT 


No. 67272. 


NOTICE IS HEREBY GIVEN that 
“C and T Holdings Limited” was incor- 
porated under the Companies Act on the 
10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of the nominal 
or par value of one dollar each. 

The address of its registered office is 
Ninth Floor, The Toronto-Dominion 
Bank Building, 1405 Douglas Street, Vic- 
toria, B.C. 

The object for which the Company is 
established is: To acquire real and per- 
sonal property and to hold the property 
so acquired for investment and not for 
speculation or trading, and to utilize the 
funds of the Company to acquire such 
real and personal property. 


AL Et, ea, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67266. 

NOTICE IS HEREBY GIVEN that 
“Rossi M.nes Ltd. (Non-Personal Lia- 
bility)” was incorporated under the Com- 
panies Act as a Specially Limited Com- 
pany on the 9th day of December, 1965. 

The authorized capital of the Company 
is one million dollars, divided into two 
million shares with a nominal or par 
value of fifty cents each. 

The address of its registered office is 
Tenth Floor, Credit Foncier Building, 
a West Hastings Street, Vancouver, 
BiGs 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water rights 
and privileges, patents, patent rights and 
concessions, and other real or personal 
property: ' , 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 





THE BRITISH COLUMBIA GAZETTE 


December 23, 1965 





aqueducts, pipe-lines, wells, tanks, bridges, | pany in which the Company may hold 


wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting- works, concen- 
trating- works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 


pose thereof. 
Ace Lee eee. 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67274. 


NOTICE IS HEREBY GIVEN that 
“Tatlatui Holdings Ltd.” was incorpo- 
rated under the Companies Act on the 
10th day of December, 1965. 


The authorized capital of the Company 
is one hundred thousand dollars, divided 
into one hundred thousand non-voting 
preference shares with a nominal or par 
value of one dollar each. 


The Company is also authorized to issue 
three thousand common shares without 
nominal or par value. 


The address of its registered office is 
404 Central Building, 620 View Street, 
Victoria, B.C. 

The objects for which the Company is 
established are:— 


(a) To invest the funds of the Com- 
pany, or such part thereof as the directors 
of the Company may from time to time 
determine, in real estate, mortgages, 
bonds, shares of limited or joint stock 
companies, businesses, partnerships, and 
other investments or securities as the case 
may be, and from time to time to change 
the said investments and securities by 
sale, exchange, or otherwise, and invest 
the proceeds of any such sale or sales in 
other investments and securities of a like 
nature: 


(b) To acquire any investments and 
securities by purchase, original subscrip- 
tion, tender, participation in syndicates 
or partnerships, or otherwise, and whether 
or not such investments are fully paid up, 
and to undertake to subscribe for the 
same, conditionally or otherwise: 

(c) To do any act or thing which the 
directors of the Company shall at any 
time think necessary for the protection or 
benefit of the Company as holder of any 
interest in bonds, debentures, shares, 
stocks, debenture stock, obligations, mort- 
gages, or other investments or securities, 
or any property rights, business or under- 
taking, and to take part in and if neces- 
sary fully participate in any reorganiza- 
tion, reconstruction, amalgamation, or 
merger of any kind affecting any com- 


; shares, stocks, bonds, debentures, deben- 


ture stocks, obligations, or other invest- 
ments or securities: 

(d) Except as prohibited by the Jnsur- 
ance Act to guarantee or become liable 
for the payment of money or for the per- 
formance of any obligations and generally 
to transact all kinds of guarantee busi- 
ness: 

(e) To take part in the formation, 
management, supervision, or control of 
the business or operations of any person, 
partnership, company, or undertaking: 

(f) To transact and carry on all kinds 
of agency business and in particular to 
do so in connection with the investment 
of money, the sale of property, and the 
collection and receipt of money: 

(g) To lend money with or without 
security therefor, and to lend money to 
shareholders of the Company, including 
directors thereof, as well as to others: 

(h) In addition to the foregoing objects, 
and without restricting the generality 
thereof, to engage in or carry on any 
business, enterprise, or activity whatso- 
ever which a company incorporated under 
the provisions of the Companies Act of 
the Province of British Columbia may be 
authorized to engage in or to carry on 
and which is not prohibited by law. 

Each object in this clause hereinhefore 
set forth shall not be in any way limited 
or restricted by reference to or inference 
from any other object herein set out, or 
by the name of the Company. None of 
the said objects are to be construed or 
interpreted as referring to operations of 
a speculative nature, and such objects are 
to be deemed to refer only to ventures 
for investment purposes. 


A, Hy BALL 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67254. 


NOTICE IS HEREBY GIVEN that 
“Commonwealth Financial Corporation 
Ltd.” was incorporated under the Com- 
panies Act on the 8th day of December, 
1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
1416, 510 West Hastings Street, Vancou- 
ver, B.C. 


The objects for which the Company is 
established are:— 

(a) To service, manage, and acquire 
and hold real and personal property of 
every kind and description, including 
mortgages, agreements for sale, leases, 
shares, stocks, debentures, bonds, and 
securities of all kinds and descriptions for 
the purposes of investment and for the 
purpose of earning rent and interest, but 
not to trade in the same as a business or 
plan for profit: 


(b) To buy, purchase, lease, erect, 
construct, build, or otherwise acquire, 
own, Operate, manage, and let out on 
lease or otherwise apartments, hotels, 
flats, rooming houses, boarding houses, 
and housing accommodation of any na- 
ture whatsoever: 


(c) To carry on business as restaura- 
teurs, launderers, hotel keepers, rooming 
house operators, garagemen, and ware- 
housemen, and to provide reading rooms, 
recreation facilities, and any other con- 
veniences, services, and accommodation 
considered necessary, desirable, or ex- 
pedient for the purposes thereof: 
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(d) To act as agents and brokers for 
the investment, loan, payment, transmis- 
sion, and collection of money for the pur- 
chase, sale, improvement, development, 
and management of any property, real or 
personal, business or undertaking, and 
the management, direction, reorganiza- 
tion, or control of syndicates, partner- 
ships, associations, companies, or corpo- 
rations, and to finance, administer, and 
promote or to assist in financing, adminis- 
tering, and promoting firms, partnerships, 
and corporations. 

A. Hi. HALL, 
de23—5420 





CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7281. 

I HEREBY CERTIFY that “Alberni 
Valley Contractors’ Association” has this 
day been incorporated as a Society under 
the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Alberni Valley, in the Province of British 
Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this twenty-fifth day of November, one 
thousand nine hundred and sixty-five. 


eae AC He HAIL. 
Registrar of Companies. 


The object of the Society is: To 
achieve a closer relationship and a bet- 
ter understanding between the various 
branches of the industry; to improve and 
standardize as far as possible the methods 
of submitting and accepting tenders as 
between architect and engineer, general 
contractor, trade contractor; to acquire 
and disseminate useful information con- 
cerning the industry; to bring about a 
greater uniformity in the customs and 
usages of those engaged in the industry 
and the furnishing of material therefor; 
to co-ordinate the units of the industry in 
its producing, manufacturing, distributing, 
constructive, and professional activities, 
thereby increasing its efficiency and ex- 
tending its usefulness; to encourage and 
promote an apprenticeship system, and to 
do all such things as may be for the pro- 
tection and benefit of the members. 

de30—5420 





COMPANIES ACT 
No. 67253. 


NOTICE IS HEREBY GIVEN that 
“ Motels of Tomorrow Construction Ltd.” 
was incorporated under the Companies 
Act on the 8th day of December, 1965. 

The Company is authorized to issue ten 
thousand common shares without nominal 
or par value. ; 

The address of its registered office is 
Suite 302, 535 West Georgia Street, Van- 
couver, B.C. ‘ 

The objects for which the Company 1s 
established are:— 

(a) To engage in and carry on all or 
any of the businesses of general contrac- 
tors and builders for and in the construc- 
tion, erection, repair, alteration, mainte- 
nance and (or) operation of public and 
private works of whatsoever nature oF 
kind, and to perform electrical, mechani- 
cal, metallurgical, and hydraulic engi- 
neering work, including the preparation 
of plans and specifications, and generally 
to do and perform any and all work as 
builders and contractors, and with that 
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end in view to solicit, obtain, make, per- 
form, carry out, subcontract, and sublet 
contracts, decrees, and concessions for or 
in relation to the building and contracting 
business and the work connected there- 
with: 

(b) To design, lay out, construct, erect, 
equip, improve, make, repair, raise and 
(or) develop public or private works and 
conveniences of all kinds: 

(c) To acquire copyrights, patents, and 
licences for the building of any building, 
and to negotiate therewith. 


A, H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67276. 


NOTICE IS HEREBY GIVEN that 
“Vancouver West Motors Ltd.” was in- 
corporated under the Companies Act on 
the 10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
Room 27, 448 Seymour Street, Vancou- 
ver. B.C. 

The objects for which the Company is 
established are:— 

(a) To Operate service-stations, repair- 
garages, motels, hotels, resorts, and any 
or all other premises, buildings, or facili- 
ties for the accommodation of the motor- 
ing public: 

(b) To purchase, erect, convert, rent, 
lease, or otherwise acquire any lands, 
premises, buildings, furnishings, vehicles, 
accessories, etc., that are relevant, con- 
ducive, or compatible to the operation of 
any of the aforementioned businesses or 
any associated services. 


7X lek JeVANEIe, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67279. 


NOTICE IS HEREBY GIVEN that 
“K. Eide Logging Ltd.” was incorporated 
under the Companies Act on the 10th day 
of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
4509 Lakelse Avenue, Terrace, B.C. 

The objects for which the Company is 
established are :— 

(a) To conduct and carry on the busi- 
ness of loggers and log-hauling contrac- 
tors for the purpose of cutting, hauling, 
transporting, and moving logs, timber, 
lumber, or materials or chattels of any 
kind, or doing any other work in connec- 
tion with any phase of the logging indus- 
try, including the building, rebuilding, 
alteration, repairing, or improvement of 
houses, camp-sites, factories, buildings, 
works, or erections of every kind and de- 
scription whatsoever, and the location, 
laying-out, and construction of roads, 
avenues, docks, slips, sewers, bridges, 
wells, walls, canals, and power plants, 
and, generally, all and any classes of 
buildings, erections, or works, both pub- 
lic and private, and to solicit, obtain, 
make, perform, and carry out contracts 
covering the logging and hauling business 
and the work connected therewith: 

(b) To carry on the business of loggers, 
log-haulers, and contractors; to buy, sell, 
and deal in, get, work, shape, hew, carve, 
polish, cut, saw, and prepare for use or 
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market logs, shakes, shingles, plywood, 
and Jumber, sand, ore, minerals, cement, 
and materials and supplies of all kinds, 
and generally to operate as logging and 
hauling contractors for the execution of 
logging and hauling work of all kinds: 

(c) To carry on the business of a guide, 
and to buy, sell, trade, manufacture, and 
deal in any and all kinds of hunting, fish- 
ing, and sporting goods, equipment, cloth- 
ing, and merchandise, and to perform re- 
pairs and alterations and render services 
in connection therewith: 

(d) To carry on the business of renting, 
leasing, and operating camping-sites for 
tents and trailers, and to build cabins for 
rent, and to supply all services connected 
therewith: 

(e) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects, or any of them. 


A. H. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67282. 


NOTICE IS HEREBY GIVEN that 
“Advance Fertilizer and Chemical Ltd.” 
was incorporated under the Companies 
Act on the 10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares with a nominal or par 
value of one dollar each. 

The address of its registered office is 
1432 Bay Avenue, Trail, B.C. 

The objects for which the Company is 
established are:— 

(a) To formulate, manufacture, bottle, 
and package all types of fertilizers, all 
types of insecticides, all types of pesti- 
cides, and all types of ancillary or related 
products: 

(b) To carry on the business of a 
wholesale and retail merchant, importer 
and exporter of and dealer generally in 
all types of fertilizers, insecticides, and 
pesticides, and in all ancillary or related 
products. 


de23—5420 





AL He HALE, 
Registrar of Companies. 





COMPANIES ACT 
No. 67277. 


NOTICE IS HEREBY GIVEN that 

“Jon Holdings Ltd.” was incorporated un- 
der the Companies Act on the 10th day 
of December, 1965. 
_ The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
520 Stock Exchange Building, 475 Howe 
Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To invest the capital of the Com- 
pany, any accretions thereto, and such 
part of the income of the Company as 
the directors of the Company may from 
time to time determine, in real and per- 
sonal property of every kind and descrip- 
tion, including such lands, mortgages, 
agreements for sale, leases, rights, deben- 
tures, bonds, stocks, shares, and securi- 
ties of all kinds and descriptions, and 
other forms of real and personal property 
as may be selected by the directors of 
the Company for the purpose of invest- 
ment, and from time to time to change 
such investments: Ss 

(b) To purchase or otherwise acquire, 
lease, hold, manage, sell, let, improve, 
operate, mortgage, or otherwise deal in 
real and personal property and rights, 
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and, in particular, without limiting the 
generality thereof, lands, buildings, here- 
ditaments, mines, mining leases and prop- 
erties, mineral claims and deposits, busi- 
ness or industrial concerns and undertak- 
ings, mortgages, charges, contracts, con- 
cessions, franchises, annuities, patents, 
licences, securities, book debts, and any 
interest in real or personal property, any 
claims against such property or against 
any person or company, and any privi- 
leges and choses in action of all kinds. 


Aco, ELALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67278. 


NOTICE IS HEREBY GIVEN that 
“H. Dueck & Son’s Construction Ltd.” 
was incorporated under the Companies 
Act on the 10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares of the nominal 
or par value of one dollar each. 

The address of its registered office is 
1107 East 63rd Avenue, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To conduct and carry on the busi- 
ness of builders and contractors for the 
purpose of building, erecting, altering, 
repairing, or doing any other work in 
connection with any and all classes of 
building and improvements of any kind 
and nature whatsoever, including the 
building, rebuilding, alteration, repairing, 
or improvement of houses, factories, 
buildings, works, or erections of every 
kind and description whatsoever, and the 
locating, laying out, and constructing of 
roads, avenues, docks, slips, sewers, 
bridges, wells, walls, canals, and power 
plants, and generally all classes of build- 
ings, erections, and works, both public 
and private, or integral parts thereof, and 
generally to do and perform any and all 
work as builders and contractors, and 
with that end in view to solicit, obtain, 
make, perform, and carry out contracts 
covering the building and contracting 
business and the work connected there- 
with: 

(b) To make investments of the funds 
or moneys of the Company in any kind 
or kinds of real or personal, movable or 
immovable property, and to change, alter, 
vary, or realize upon any investments 
from time to time, and to reinvest the 
proceeds thereof: 

(c) To make advances and lend money 
upon the security of real or personal 
property of every description or upon per- 
sonal security: 

(d) To undertake the direction, man- 
agement, and control of real and _ per- 
sonal property of every description of any 
persons, firms, or corporations, whether 
members of this Company or not: 

(e) To purchase, discount, acquire, 
deal in, sell, dispose of, or otherwise 
turn to account any interest in real or 
personal estate, and to carry on the busi- 
ness of mercantile, financial, investment, 
mortgage, real-estate agents, insurance 
agents, and general agents and brokers: 

(f) To take or otherwise acquire and 
hold shares or stock in any other com- 
pany having objects altogether or in part 
similar to those of this Company, or 
carrying on any business capable of being 
conducted so as to, directly or indirectly, 
benefit this Company: 

(ge) To lend money to and guarantee 
the performance of the contracts and ob- 
ligations of, and the payment of the prin- 


cipal of or the dividends or interest on 
any stock, shares, debentures, or securi- 
ties of any company or person having 
dealings with the Company in any case 
in which such loan or guarantee may 
appear likely, directly or indirectly, to 
further the object of this Company or 
the interests of its shareholders: 

(h) To borrow or raise money on any 
terms or conditions, and in particular by 
the issue of debentures or debenture stock 
(whether perpetual or otherwise), mort- 
gages, bonds, or other securities, and to 
mortgage or pledge all or any part of the 
Company’s property, including its un- 
called capital, for the purpose of securing 
such debentures, debenture stock, mort- 
gages, bonds, or other securities: 

(i) Generally, to carry on any other 
business whatsoever which the Company 
may desire or may consider capable of 
being conveniently carried on in connec- 
tion with the business of the Company: 

(j) To do all such other things as are, 
in the opinion of the directors, incidental 
or conducive to the attainment of the 
above objects: 

(k) To invest moneys of the Company 
not immediately required. 


A. A HAE, 


de23—5420 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7276. 


I HEREBY CERTIFY that “ Sunshine 
Coast Golf and Country Club” has this 
day been incorporated as a Society under 
the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Roberts Creek, Province of British Co- 
lumbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this nineteenth day of November, one 
thousand nine hundred and sixty-five. 


VN HGR Ves NEE 
Registrar of Companies. 


The object of the Society is: The en- 
couragement of good-fellowship among 
its members and the promotion of golf 
and other sports and games, and such 
social features as the board of directors 
may from time to time deem suitable. 

de23—5354 


[L.s.] 


COMPANIES ACT 
No. 67268. 


NOTICE IS HEREBY GIVEN that 
“'W. McGowan’s Stores Ltd.” was incor- 
porated under the Companies Act on the 
10th day of December, 1965. 

The authorized capital of the Company 
is twenty-five thousand dollars, divided 
into two hundred preference shares with 
a nominal or par value of one hundred 
dollars each and five thousand common 
shares with a nominal or par value of 
one dollar each. 

The address of its registered office is 
61 Main Street, Smithers, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on business as general 
merchants in all lines of business as man- 
ufacturers, producers, dealers, importers, 
and exporters generally, without limita- 
tion as to class of products and merchan- 
dise, and to manufacture, produce, adapt, 


prepare, buy, sell, and otherwise deal in 
any materials, articles, or things required 
in connection with or incidental to such 
business: 

(b) To service, manage, and acquire 
and hold real and personal property of 
every kind and description, including 
mortgages, agreements for sale, leases, 
shares, stocks, debentures, bonds, and 
securities of all kinds and descriptions for 
the purposes of investment and for the 
purpose of earning rent and interest, but 
not to trade in the same as a business or 
plan for profit: 

(c) To carry on the busines of a gen- 
eral laundry, and to prepare for use all 
articles of wearing apparel, household, 
domestic, and other linen and cotton 
and woollen goods and clothing, and 
fabrics of all kinds; and to buy, sell, 
hire, manufacture, repair, let on hire, 
alter, improve, treat, and deal in all appa- 
ratus, machines, materials, and articles of 
all kinds which are capable of being used 
for any such purposes. 


A. H. BALL, 


de23—5420 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7286. 


I HEREBY CERTIFY that “Oil Heat- 
ing Association of British Columbia” has 
this day been incorporated as a Society 
under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
throughout the Province of British Co- 
lumbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this third day of December, one thousand 
nine hundred and sixty-five. 


A. We HALE, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To promote the common interest of 
the heating-oil industry: 

(b) To promote the acquisition of ex- 
perimental, statistical, and scientific knowl- 
edge relating to the heating-oil industry, 
the diffusion of this information among 
the members of the Association and of 
other allied or similar associations and 
clubs, organizations, or societies, with a 
view to improving the heating-oil indus- 
try, and to promote friendly relations be- 
tween the Association and the public: 

(c) The protection of the rights of the 
members of the Association and to assist 
and advise said members in all matters 
affecting the heating-oil industry: 

(d) To supervise and promote just and 
fair legislation, municipal, provincial, and 
federal, on all matters pertaining to or 
affecting the heating-oil industry: 

(e) Generally to purchase, take on lease 
or exchange, hire or otherwise acquire 
any real or personal property and any 
rights or privileges which the Association 
may think necessary or convenient for the 
carrying-out of its objects or purposes: 

(f) To construct, maintain, and alter 
or lease, or otherwise acquire any build- 
ings or works necessary or convenient for 
the purpose of carrying out any of the 
objects or purposes of the Association: 

(g) To borrow or raise money in such 
manner as the Association may think fit 
and repay the same, and to secure the re- 
payment in such manner as the Associa- 
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tion may think fit, and in particular by 
the issue of debentures charged upon all 
or any of the Association’s property or 
assets, and to purchase, redeem, or pay 
off any such securities: 

(h) To sell, improve, manage, develop, 
exchange, lease, mortgage, enfranchise, 
dispose of, turn to account, or otherwise 
deal with all or any part of the properties, 
rights, or assets of the Association: 

(i) To deal with other acts, matters, 
and things as may be incidental or con- 
ducive to the attainment of the above 
objects. jal3—5420 





(2) To create good public relationship 
between the Club members and all law 
and civil officials as well as the motoring 
traffic: 

(3) To create good fellowingship and 
sportsmanship among its members: 

(4) To conduct Club operations and 
activities in such a manner as to bring 
about a clear understanding on the part 
of the public, press, and law-enforcement 
agencies of organized car-club activities: 

(5) To promote safety in automobile 
maintenance and operation. ja6—5420 





CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7279. 

I HEREBY CERTIFY that “ British 
Columbia Southern Interior Hereford 
Club” has this day been incorporated as 
a Society under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
from the game reserve west of Princeton 
to Kootenay Lake, from the International 
Boundary north to Westbank District in 
the Okanagan Valley, and from the In- 
ternational Boundary north to include the 
Nicola area at Merritt, Province of Brit- 
ish Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this 23rd day of November, one thousand 
nine hundred and sixty-five. 


[L.s.] xem Elen tac Aaa: 
Registrar of Companies. 


The objects of the Society are:— 

(a) To assist in the promotion and 
encourage raising Hereford cattle in the 
Southern Interior of British Columbia: 

(b) To promote field days, auction 
sales, judging events, and other educa- 
tional functions considered beneficial to 
the members, and the promotion of the 
Hereford breed: 

(c) To co-operate with the Provincial 
and Federal Governments in programmes 
to improve the quality and economic pro- 
duction of beef cattle in the district de- 
fined by the word “ boundaries ” herein- 
after mentioned: 

(d) To co-operate with other associa- 
tions and clubs taking part in similar 
activities. de30—5354 


CERTIFICATE OF INCORPORATION 








Societies Act 
Canada: 


Province of British Columbia. 
No. 7283. 


I HEREBY CERTIFY that “Checkers 
Car Club” has this day been incorporated 
as a Society under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Kelowna, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this first day of December, one thousand 
nine hundred and sixty-five. 


AG Ey cE, 
Registrar of Companies. 


The objects of the Society are:— 

(1) The purpose of this club is to create 
and maintain safe and sensible driving 
practices in and about our community as 
well as on any arterial highways on which 
we travel: 


[L.s.] 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7285. 


I HEREBY CERTIFY that “Glen 
Eden Community Association” has this 
day been incorporated as a Society under 
the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Gleneden District within the District Mu- 
nicipality of Salmon Arm, Province of 
British Columbia, 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this third day of December, one thousand 
nine hundred and sixty-five. 


A, HALL, 
Registrar of Companies. 


[L.s.] 


The objects of the Society are:— 

(a) To assist, develop, and foster com- 
munity spirit: 

(b) To promote educational, cultural, 
athletic, and community endeavours: 

(c) To acquire and operate a com- 
muity hall and centre. ja13—5420 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7289. 


I HEREBY CERTIFY that “Coombs 
Volunteer Fire Department” has this day 
been incorporated as a Society under the 
Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
Coombs and surrounding district, Prov- 
ince of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this seventh day of December, one thou- 
sand nine hundred and sixty-five. 


A. H. HALL, 
Registrar of Companies. 


[L.s.] 


The objects of the Society are:— 


(a) To operate as a society pursuant to 
the Societies Act for the purpose of pro- 
viding fire protection for the improvement 
district of Coombs, British Columbia: 

(b) To build and construct a fire hall 
and other buildings as may be considered 
necessary: 

(c) For this purpose to purchase equip- 
ment, parts, and machinery, and to do 
such other acts as may be necessary and 
beneficial for the smooth running of the 
operation: 

(d) To operate as a charitable organiza- 
tion to receive charitable donations to- 
wards such objects by cash, lands, prop- 
erties, or otherwise: 


(ec) To apply for all necessary and law- 
ful grants in aid: 

(f) To carry insurance on all members 
whilst engaged in fire-fighting or watching 
or practising, or otherwise engaged in the 
protection of properly by coverage under 
the British Columbia Workmen’s Com- 
pensation Act or an insurance company 
authorized to carry on business in the 
Province of British Columbia. 

jal3—5420 





CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7284. 


I HEREBY CERTIFY that “Nanaimo 
Mariners’ Club” has this day been incor- 
porated as a Society under the Societies 
Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
in or about the City of Nanaimo, Proy- 
ince of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this third day of December, one thousand 
nine hundred and sixty-five. 


A, EL ALL, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To operate as a strictly non-profit 
organization of a non-sectarian, non-de- 
nominational, and non-political nature for 
the purpose of providing facilitions for 
the recreation, relaxation, and comfort of 
members of the Merchant Marine and 
like toilers of the sea temporarily within 
or near the region known as the harbour 
of the City of Nanaimo, in the Province 
of British Columbia: 

(b) To purchase, acquire, or take by 
gift, devise, or bequest for the objects of 
the Society, and for the furtherance of its 
objects to sell, mortgage, lease, or other- 
wise dispose of any real or personal prop- 
erty: 

(c) To promote generally the welfare 
of the members of the Merchant Marine: 

(d) To do all such things as are neces- 
sary to attain the above objectives. 

ja6—5420 


[L.s.] 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 


No. 7288. 

I HEREBY CERTIFY that “University 
Heights Chapel” has this day been incor- 
ae as a Society under the Societies 

Ch, 

The locality in which the operations of 
the Society will be chiefly carried on js 
Victoria, Province of British Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this eighth day of December, one thou- 
sand nine hundred and sixty-five. 


[Es A HEYA Ie. 
Registrar of Companies. 


The object of the Society is: To pro- 
claim the Glorious Gospel of Salvation 
through faith in the Lord Jesus Christ 
and to minister the Word of God and 
attend to the spiritual needs of the Church 
of Jesus Christ. jal3—5420 
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CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7287. 


I HEREBY CERTIFY that “Chetwynd 
Ambulance Society” has this day been 
incorporated as a Society under the 
Societies Act. 

The locaiity in which the operations of 
the Society will be chiefly carried on is 
Chetwynd, Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixth day of December, one thousand 
nine hundred and sixty-five. 


A. H. HALL, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To transport sick and injured per- 
sons to hospital and medical facilities: 

(b) To participate, so far as circum- 
stances may warrant, in any activity de- 
signed and carried on to promote the 
general health of the community. 

jal13—5420 


[L.s.] 


COMPANIES ACT 
No. 67290. 


NOTICE IS HEREBY GIVEN that 
“Ferex Mining Limited (N.P.L.)” was in- 
corporated under the Companies Act as a 
Specially Limited Company on the 10th 
day of December, 1965. 

The Company is authorized to issue 
one hundred thousand shares without 
nominal or par value. 

The address of its registered office is 
Suite 404, 510 West Hastings Street, Van- 
couver, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water rights 
and privileges, patents, patent rights and 
concessions, and other real or personal 
property: 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
Operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 

wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing- works, smelting- works, concen- 
trating- works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 


laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 
pose thereof. 


A. HH. HALL, 


de23—5420 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7290. 


I HEREBY CERTIFY that “The 
Chapel Church Society” has this day been 
incorporated as a Society under the 
Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
County of Westminster, Province of Brit- 
ish Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this ninth day of December, one thousand 
nine hundred and sixty-five. 


Ay EAS, 
Registrar of Companies. 


The objects of the Society are:— 

(a) To establish, maintain, and conduct 
a church and to carry on the teaching of 
the Gospel: 

(b) To conduct public or private meet- 
ings of a religious and evangelistic nature: 

(c) To establish, maintain, and conduct 
classes for religious education, and to 
employ and pay instructors therefor: 

(d) To receive, acquire, and hold gifts, 
donations, devises, and bequests, and ac- 
quire by purchase land and personal prop- 
erty, and sell, exchange, mortgage, lease, 
let, improve, and develop the same, and 
may erect and maintain any necessary 
building. ja6—5420 


[L.s.] 


COMPANIES ACT 
No. 67270. 


NOTICE IS HEREBY GIVEN that 
“Ist & Commercial One-Hour Cleaners 
Ltd.” was incorporated under the Com- 
foo Act on the 10th day of December, 
1965. 

The Company is authorized to issue ten 
eee shares without nominal or par 
value. 

The address of its registered office is 
616 Standard Building, 510 West Hastings 
Street, Vancouver 2. B.C. 

The objects for which the Company is 
established are: — 

(a) To dye, clean, embellish. renovate, 
and repair all kinds of cloth, fabrics, 
goods, materials, and articles, and carry 
on the business of general dyeing and 
cleaning: 


(b) To wash, iron, mangle, and press 
all kinds of wearing material, household 
furnishings, and other articles, and carry 
on a general laundry business: 

(c) To store all kinds of movable prop- 
erty for remuneration, and to deal with 
such property as the Company shall see 
fit, and to deal in every kind of dry- 
cleaning and laundry equipment: 

(d) To invest and deal with moneys 
of the Company not immediately required 
in such manner as from time to time may 
be determined: 

(e) To borrow or raise money; to 
secure the repayment of money as the 
Company shall deem fit and, in particular, 
by the issue of debenture stock, perpetual 
or otherwise, charged on the Company’s 
property or any part thereof: 

(f) To increase or reduce the capital 


of the Company. 
ie lab 1siN ibs 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67286. 


NOTICE IS HEREBY GIVEN that 
“Paragon Finance Ltd.” was incorporated 
under the Companies Act on the 10th day 
of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into nine 
thousand preference shares and one thou- 
sand common shares, both of the nominal 
or par value of one dollar each. 

The address of its registered office is 
Ward Block, 119 Second Avenue, Quali- 
cum Beach, B.C. 

The object for which the Company is 
established is: To buy, sell, exchange, 
and deal in accounts receivable, bills of 
lading, warehouse receipts, hire receipts, 
chattel mortgages, lien notes, and other 
securities in respect of the same, or any 
of them; to take any of the said securi- 
ties or other commercial paper in pay- 
ment for the sale of any personal prop- 
erty, and to sell, charge, or hypothecate 
any of the said securities on personal 
property received in the course of the 
Company’s business. 


A. H, HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67088. 


NOTICE IS HEREBY GIVEN that 
“Seabird Holdings Ltd.” was incorpo- 
rated under the Companies Act on the 
29th day of November, 1965. 


The Company is authorized to issue 
ten thousand common shares without 
nominal or par value. 


The address of its registered office is 
601, 850 West Hastings Street, Vancou- 
ver, Bic 


The objects for which the Company is 
established are: — 


(a) To purchase or otherwise acquire 
for purposes of investment, real and per- 
sonal property of all kinds, and in connec- 
tion therewith to subscribe for, purchase, 
or otherwise acquire and hold as princi- 
pal, agent, or absolute owner, or by way 
of collateral security or otherwise, and to 
sell, exchange, transfer, assign, or other- 
wise dispose of or deal in mortgages, 
bonds, debentures, stocks, shares, notes, 
or other securities or obligations of any 
Government, municipal corporation, bank, 
or any other incorporated or unincorpo- 
rated company, association, syndicate, or 
individual, domestic or foreign, and to 
exercise all the rights and privileges of 
ownership in respect thereof: 
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(b) To change, transpose, alter, or 
realize upon any investments of the Com- 
pany, and to reinvest in the manner afore- 
said any moneys at any time belonging to 
the Company: 

(c) To carry on business as investors 
and agents and to employ brokers, agents, 
and trustees for the investment, handling, 
loan, payment, transmission, and collec- 
tion of moneys, interest, dividends, mort- 
gages, bonds, notes, and other securities: 

(d) To issue paid-up shares, bonds, 
debentures, stocks, promissory notes, and 
(or) other securities for the payment, 
either in whole or in part, of any real or 
personal property: 

(e) To invest, lend, make gifts of, and 
deal with the moneys of the Company 
not immediately required in such manner 
as from time to time may be determined, 
but nothing herein shall be construed as 
authorizing the Company to carry on the 
business of a money-lender as defined in 
the Small Loans Act of Canada. 


A. H. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67285. 


NOTICE IS HEREBY GIVEN that 
“Magnus Developments Limited” was in- 
corporated under the Companies Act on 
the 10th day of December, 1965. 

The Company is authorized to issue 
one million five hundred thousand shares 
without nominal or par value. 

The address of its registered office is 
606 Birks Building, 718 Granville Street, 
Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, produce, adapt, 
prepare, import, export, buy, sell, and 
otherwise deal in goods, wares, materials, 
articles, and merchandise of every nature 
and kind whatsoever, and, without limit- 
ing the generality of the foregoing, to 
manufacture or otherwise produce, buy, 
sell, and deal in wood products and other 
natural products, building products, metal 
products, chemicals, plastics, materials, 
and combinations of any of the afore- 
mentioned with any other materials, and 
to construct, acquire, maintain, operate, 
use, and manage factories, works, and 
machinery, appliances, and facilities of 
any kind whatsoever for any of such or 
like purposes: 

(b) To apply for, obtain, register, pur- 
chase, lease, or otherwise acquire, hold, 
own, use, operate, introduce, develop, or 
control, sell, assign, or otherwise dispose 
of, take or grant licences or other rights 
with respect to, and in any way and all 
ways to exploit or turn to account inven- 
tions, improvements, processes, Copy- 
rights, patents, trade-marks, formule, 
trade-names, distinctive marks, and simi- 
lar rights of any and all kinds: 

(c) To carry on the business of general 
contractors and builders and to enter into 
contracts for, construct, execute, and 
carry on all descriptions of work, build- 
ings, and other structures: 

(d) To transact, conduct, and carry 
on a general financial, investment, and 
brokerage business, and to underwrite, 
subscribe for, purchase, or otherwise ac- 
quire and hold, and to sell or otherwise 
dispose of or deal in bonds, debentures, 
stocks, shares, or other securities of any 
duly incorporated corporation or com- 
pany: 

(e) To promote, sell, advertise, dis- 
tribute, or introduce any and all manu- 
factured products, merchandise, personal 


properties, and subjects of trade and 
commerce of every kind and nature, or 
any rights or interest therein and thereto, 
and to manufacture, handle on commis- 
sion, Or otherwise deal in, contract for, 
or otherwise acquire, advertise, promote, 
introduce, distribute, buy, sell, or other- 
wise dispose of for itself and for any 
other or others any of the aforesaid. 


A. H. HALL, 
de23—5420 Registrar of Companies. 
COMPANIES ACT 

No. 67287. 

NOTICE IS HEREBY GIVEN that 
“Southridge Holdings Ltd.” was incorpo- 
rated under the Companies Act on the 
10th day of December, 1965. 

The authorized capital of the Company 
is twenty thousand dollars, divided into 
twenty thousand preferred shares of a 
nominal or par value of one dollar each. 

The Company is also authorized to issue 
one thousand common shares without 
nominal or par value. 

The address of its registered office is 
the offices of Severide, Mulligan & Keffer, 
barristers and solicitors, 20432 Douglas 
Crescent, Langley, B.C. 

The objects for which the Company is 
established are:— 

(a) To buy, sell, exchange, lease, or 
otherwise deal in real estate and immovy- 
able property, both as principal and 
agent: 

(b) To subdivide real property and to 
lay out streets and building sites for resi- 
dential purposes or other uses, and to con- 
struct streets thereon with necessary sew- 
age and drainage systems and other ser- 
vices, and to build upon such property for 
residential purposes or otherwise, and to 
supply such buildings with electric power, 
heating, gas, water, or other services: 

(c) To carry on a general financial, ac- 
ceptance, investment, and brokerage busi- 
ness: 

(d) To acquire, install, and maintain 
systems for the supplying and distributing 
of water and to sell water and to do all 
matters incidental thereto. 


AY Hy BALI, 
Registrar of Companies. 





de23—5420 


COMPANIES ACT 
No. 67259. 


NOTICE IS HEREBY GIVEN that 
“ Hansen-White Contracting Ltd.” was in- 
corporated under the Companies Act on 
the 9th day of December, 1965. 

The authorized capital of the Company 
is twenty thousand dollars, divided into 
twenty thousand ordinary shares with a 
nominal or par value of one dollar each. 

The address of its registered office is 
5 Princess Avenue West, Chilliwack, B.C. 

The objects for which the Company is 
established are:— 

(a) To own and operate shingle-mills, 
sawmills, planing-mills, pulp-mills, and 
woodworking plants of every kind and de- 
scription, logging camps, logging and in- 
dustrial railways, and factories: 

(b) To carry on business as timber 
merchants, timber cruisers, sawmill pro- 
prietors, and lumbermen and loggers, and 
to buy, sell, log, produce, prepare for mar- 
ket, manipulate, import, export, and deal 
in logs, lumber, and woods of all kinds, 
and to manufacture and deal in articles, 
substances, and materials of all kinds in 
the manufacture of which wood is used: 

(c) To purchase, take on lease or 
licence, exchange, or otherwise acquire, 
sell, deal with, use, and dispose of any 





lands, timber berths, leases, limits, licences, 
mill property and sites, and water rights 
and powers, rights to build skidways and 
roads, foreshore rights, wharves, piers, 
booms, and other works for the collecting, 
holding, protecting, driving, rafting, tow- 
ing, sorting, delivering, and all purposes 
incidental to the reception, safe-keeping, 
and transmission of timber, sawlogs, pulp- 
wood, and other lumber or timber: 

(d) To carry on the business of timber 
brokers, lumber brokers, real-estate, finan- 
cial, and insurance brokers, and, gener- 
ally, to act as agent for any firm, or cor- 
poration: 

(e) To carry on business as ship own- 
ers and carriers by air, land, and sea, and 
to own, operate, lease, hire, and charter 
ships, barges, aircraft and land vehicles 
of every kind and description: 

(f) To carry on the business of gen- 
eral merchants, and to buy, sell, import, 
export, and deal in goods and merchan- 
dise of every kind and description: 

(g) To carry on business as ware- 
housemen, wharfingers, and forwarding 
agents: 

(h) To buy, sell, and deal in al! types 
of motor-vehicles, gasolines and oils, mo- 
tor-vehicle accessories and parts, and, 
generally, to carry on the business of a 
service-station operator: : 

(i) To acquire and take over as a going 
concern the business heretofore carried on 
by Roy Carl Hansen, Jr., and Gordon 
Thomas White, at Boston Bar, British 
Columbia, and Williams Lake, British 
Columbia, under the firm name and style 
of Hansen-White Contracting Co. 


A. H. FRALEY, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67292. 


NOTICE IS HEREBY GIVEN that 
“Reed Wood Motors Ltd.” was incorpo- 
rated under the Companies Act on the 
luth day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand snares of a nominal or par value 
of one dollar each. 

The address of its registered office is 
47174 Marine Avenue, Powell River, B.C. 


The objects for which the Company is 
established are:— 


_ (a) To manufacture, repair, buy, sell, 
import, exchange, and generally deal in 
all kinds of automobiles, motors, engines, 
machines, carburetors, accessories, and 
parts, and all kinds of machinery, imple- 
ments, utensils, apparatus, lubricants, ce- 
ments, solutions, and appliances, whether 
incidental to the construction of motor- 
cars or otherwise, rubber articles and 
goods of all kinds of which rubber is a 
component part, together with the various 
materials which enter into the manufac- 
ture of such articles and goods, and fuel- 
saving, mechanical, and electrical appa- 
ratus and devices, and all things capable 
of being used therewith or in the manu- 
facture, maintenance, and working there- 
of respectively: 


(b) To keep, maintain, operate, and 
manage garages, storehouses, storerooms, 
warehouses, and other like places for the 
safekeeping, cleaning, repairing, and care 
generally of automobiles and motor-cars 
of any and every kind, description, and 
class, and of all the accessories thereof 
of any and every kind and description and 
class, and of all the accessories thereof 
of any and every kind and description 
and to rent, lease, and hire motor-cars, 
trucks, and automobiles of all kinds, and 
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to carry and transport passengers and 
freight in the same upon such terms and 
conditions as the Company may consider 
advisable: 

(c) To manufacture and repair, and to 
purchase, sell, and deal in hardware: 

(d) To carry on the business of import- 
ers, exporters, producers, refiners, storers, 
transporters, marketers, suppliers, and 
distributors of and traders in petroleum 
and petroleum products and by-products 
of every kind and description, and natural 
gas: 

(e) To manufacture, buy, sell, and deal 
in automobiles, trucks, tractors, farm ma- 
chinery and implements, cars, boats, flying 
machines, and other vehicles, and their 
parts and accessories and kindred articles. 


AYE, HABE, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67288. 


NOTICE IS HEREBY GIVEN that 
“Sunset Construction Ltd.” was incorpo- 
rated under the Companies Act on the 
10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
the office of Norman Littlewood & Asso- 
ciates, barristers and solicitors, Suite 107, 
246 Second Avenue, Kamloops, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire the proprietorship of 
Sunset Construction: 

(b) To carry on business as builders 
and contractors, and, without limiting the 
generality of the foregoing, to construct 
dwellings, warehouses, apartment houses, 
and business blocks: 

(c) To purchase, acquire, take in ex- 
change, and otherwise deal in lands and 
buildings or structures that may be on 
Jands: 

(d) To carry on such other businesses 
as may in the discretion of the directors 
be deemed necessary to enhance the busi- 
ness of the Company. 


A. H, HATE, 


de23—5420 Registrar of Companies. 


CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7269. 

I HEREBY CERTIFY that “ The Brit- 
ish Columbia Arms Collectors Associa- 
tion” has this day been incorporated as 
a Society under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
throughout Province of British Columbia. 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this sixteenth day of November, one thou- 
sand nine hundred and sixty-five. 


A. H. HALL, 
Registrar of Companies. 


[i.8s 


The objects of the Society are:— 

(a) To foster and extend the study and 
knowledge of arms, cartridges, and re- 
lated materials: 

(b) To procure careful observation 
and preservation of any specimens which 
come to the notice of the association, 
either as a body or as individual mem- 


bers: 


(c) To collect and publish the best in- 
formation on all matter relating to sec- 
tion 2 (a): 

(d) To encourage individuals or pub- 
lic bodies to take an interest and to keep 
in good condition any specimen of arms, 
cartridges, and related materials which 
they may discover or acquire: 

(e) To oppose and prevent, as far as 
may be possible, any damages with which 
specimens of arms, cartridges, and related 
materials may be threatened, either by 
alterations, loss, or unskilled or unneces- 
sary restoration: 

(f) To oppose and prevent, as far as 
possible, any false representation of any 
arms, cartridges, or related articles. 

de23—5354 





COMPANIES ACT 
No. 67269. 


NOTICE IS HEREBY GIVEN that 
“Shooting Star Mines Limited (N.P.L.)” 
was incorporated under the Companies 
Act as a Specially Limited Company on 
the 10th day of December, 1965. 

The Company is authorized to issue 
five million shares without nominal or 
par vatue. 

The address of its registered office is 
Suite 625, The 925 West Georgia Build- 
ing, Vancouver, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water rights 
and privileges, patents, patent rights and 
concessions, and other real or personal 
property: 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting-works, concen- 
trating-works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant. 
and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars. 
wagons, and other vehicles, boats, ships. 
and other vessels: 

(gz) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining work of all 


kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
ties of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 
pose thereof. 
A. H. HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67164. 


NOTICE IS HEREBY GIVEN that 
“Whitesail Holdings Ltd.” was incorpo- 
rated under the Companies Act on the 
2nd day of December, 1965. 


The Company is authorized to issue 
nine hundred preferred shares and one 
hundred common shares without nominal 
or par value. 


The address of its registered office is 
Suite 422, 837 West Hastings Street, Van- 
couver, B.C. 


The objects for which the Company is 
established are:— 


(a) To purchase or otherwise acquire 
and to hold, sell, exchange, or otherwise 
dispose of and deal in the property, real 
or personal, rights and assets of, and 
bonds, debentures, debenture stock, shares 
of all classes, and securities of any form 
or type issued by any individual, corpo- 
ration, or company, public or private, 
incorporated or unincorporated: 


(b) To take part in the management, 
supervision, or control of the business or 
operations of any company or under- 
taking of which the Company holds any 
shares, bonds, debentures, or other securi- 
ties, or of which the Company owns any 
property, assets, or rights, and, for that 
purpose, to appoint and remunerate any 
managers, accountants, or other experts 
or agents: 

(c) To employ any individual, firm, 
or corporation to manage, in whole or in 
part, the affairs of the Company, and to 
employ experts to investigate and examine 
into the conditions, prospects, value, 
character, and circumstances of any busi- 
ness concerns and undertakings, and, gen- 
erally, of any assets, property, or rights: 

(d) To acquire by purchase, lease, or 
otherwise, and to take over and (or) 
manage and carry on all or any of the 
businesses, undertakings, properties, fran- 
chises, goodwill, contracts, rights, powers 
and privileges held, enjoyed, or carried 
on by any person, firm, or corporation, 
or by any business, the carrying-on of 
which will, in the opinion of the Com- 
pany, promote the carrying-out of the 
undertakings of the Company or any of 
them or possessed of any property suitable 
for the objects of the Company, as the 
Company may deem advisable, and, in 
particular, for shares, bonds, debentures, 
or other securities of the Company; and 
to let and sublet any property and to sell, 
lease, or otherwise dispose of the whole 
or any part of the Company’s business, 
property, and assets of any kind for such 
consideration as the Company may deem 
advisable and, in particular, for shares, 
bonds, debentures, or other securities of 
any other company, and to undertake the 
liabilities of any such person, firm, or 
corporation. 


A. Hi. HALL, 


de23—5420 Registrar of Companies. 


December 23, 1965 





CERTIFICATES OF 
INCORPORATION 


COMPANIES ACT 
No. 67293, 

NOTICE IS HEREBY GIVEN that 
“Allison & Desrosiers Ltd.” was incorpo- 
rated under the Companies Act on the 
10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand shares of the nominal or par 
value of one dollar each. 

The address of its registered office is 
the law office of Bernard C. Lavallee, 
Breton Building, Golden, B.C. 

The objects for which the Company is 
established are:— 

(a) To carry on a general trucking and 
hauling business: 

(b) To carry on a general contracting 
business: 

(c) To carry on business as a logging 
contractor. 

(d) To carry on an equipment-rental 
business: 

(e) To carry on a general warehousing 


business. 
A. H. HALL, 
de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67289. 


NOTICE IS HEREBY GIVEN that 
“Molex Mining Limited (N.P.L.)” was 
incorporated under the Companies Act as 
a Specially Limited Company on the 10th 
day of December, 1965. 

The Company is authorized to issue 
one hundred thousand shares without 
nominal or par value. 

The address of its registered office is 
Suite 404, 510 West Hastings Street, Van- 
couver, B.C. 

The objects of the Company are re- 
stricted to the following, namely:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and hold, 
mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every description, and to 
work, develop, operate, turn to account, 
sell, or otherwise dispose thereof: 

(b) To dig, drill, or bore for, raise, 
crush, wash, smelt, reduce, refine, amal- 
gamate, assay, analyse, and otherwise 
treat gold, silver, copper, lead, iron, coal, 
petroleum, natural gas, and any other ore, 
deposit, metal, or mineral whatsoever, 
whether belonging to the Company or 
not, and to render the same merchant- 
able, and to buy, sell, and deal in the 
same or any product thereof: a 

(c) To engage in any branch of mining, 
smelting, milling, and refining minerals: 

(d) To acquire by purchase, lease, hire, 
exchange, or otherwise, timber lands, 
leases, or claims, rights to cut timber, sur- 
face rights, and rights-of-way, water rights 
and privileges, patents, patent rights and 
concessions, and other real or personal 
property: , 

(e) To acquire by purchase, lease, hire, 
exchange, or otherwise, and to construct, 
operate, maintain, or alter, trails, roads, 
ways, tramways, reservoirs, dams, flumes, 
race and other ways, watercourses, canals, 
aqueducts, pipe-lines, wells, tanks, bridges, 
wharves, piers, mills, pumping plants, fac- 
tories, foundries, furnaces, coke-ovens, 
crushing-works, smelting- works, concen- 
trating-works, refining-works, hydraulic, 
electrical, and other works and appliances, 
power devices and plants of every kind, 
laboratories, warehouses, boarding-houses, 
dwellings, buildings, machinery, plant, 
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and other works and conveniences, and 
to buy, sell, manufacture, and deal in all 
kinds of goods, stores, provisions, imple- 
ments, chattels, and effects: 

(f) To build, purchase, lease, hire, 
charter, navigate, use, and operate cars, 
wagons, and other vehicles, boats, ships, 
and other vessels: 

(g) To sell or otherwise dispose of ore, 
metal, oil, gas, or mineral product, and 
to take contracts for mining work of all 
kinds, and to accept as the consideration 
shares, stock, debentures, or other securi- 
lies of any limited company, wheresoever 
incorporated and carrying on any busi- 
ness, directly or indirectly, conducive to 
the objects of a specially limited com- 
pany, if such shares (except the shares of 
a company having non-personal liability), 
stock, debentures, or other securities are 
fully paid up, and to sell or otherwise dis- 
pose thereof. 

A. TL, HALL, 
Registrar of Companies. 


de23—5420 





COMPANIES ACT 


No. 67168. 


NOTICE IS HEREBY GIVEN that 
“Luaaron Metals Ltd.” was incorporated 
under the Companies Act on the 2nd day 
of December, 1965. 

The Company is authorized to issue 
seven and one-half million shares without 
nominal or par value. 

The address of its registered office is 
Tenth Floor, Credit Foncier Building, 850 
West Hastings Street, Vancouver, B.C. 

The objects for which the Company is 
established are:— 

(a) To acquire by purchase, lease, hire, 
discovery, location, or otherwise, and to 
hold mines, mineral claims, mineral leases, 
mining lands, prospects, licences, and 
mining rights of every kind and descrip- 
tion, and to develop, operate, turn to 
account, sell, or otherwise dispose thereof: 

(b) To engage in any branch of min- 
ing, smelting, milling, natural resources, 
and refining, water rights and privileges, 
patents, patent rights and concessions, and 
other real or personal property: 

(c) To investigate, examine, and re- 
port on the standing, prospects, business 
affairs and conditions of any person, firm, 
or corporation, and to investigate, exam- 
ine, and report on the value of property, 
real or personal, private or public, and 
to investigate and report on any real 
estate, lands, tenements, chattels, or on 
any issue of bonds, debentures, or other 
security of any person, firm, or corpora- 
tion, or the circumstances of any business 
concern or undertaking and, generally, on 
any assets, property, or rights: 

(d) To organize, reorganize, and de- 
velop businesses and enterprises: 

(e) To take part in the management, 
supervision, or control of businesses or 
operations of any company or under- 
taking: 

(f) To acquire and hold or sell shares, 
stocks, debentures, debenture stock, bonds, 
obligations, and securities issued or guar- 
anteed by any company, wheresoever 
constituted or carrying on business, and 
debentures, debenture stock, bonds, obli- 
gations, and securities issued or guaran- 
teed by any government, foreign ruler, 
commissioners, public body or authority, 
supreme, municipal, local, or otherwise, 
whether at home or abroad: 

(g) To acquire any such shares, stocks, 
debentures, debenture stock, bonds, obli- 
gations, and securities by original sub- 
scription, tender, purchase, exchange, or 
otherwise; to subscribe for the same, 
either conditionally or otherwise; to guar- 
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antee the subscription thereof, and to 
exercise and enforce all rights and powers 
conferred by or incidental to the owner- 
ship thereof: 

(h) To guarantee to any bank, person, 
firm, or corporation the payment of any 
moneys by any other person, firm, or 
corporation, and the due fulfilment, per- 
formance, and carrying-out by any per- 
son, firm, or corporation of the covenants, 
agreements, provisions, stipulations, and 
conditions of any contract or obligation; 
this power shall be exercised by the Com- 
pany subject to the provisions of the 
Insurance Act, 





A. H. HALL, 
de23—5420 Registrar of Companies. 
COMPANIES ACT 


No. 67298. 


NOTICE IS HEREBY GIVEN that 
“Loewen Drugs Ltd.” was incorporated 
under the Companies Act on the 10th day 
of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
Vernon Street, Lumby, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, buy, sell, import, 
export, and deal in all kinds of drugs, 
medicines, pharmaceutical, medicinal, 
chemical, and other preparations and ar- 
ticles, and all other goods and all other 
articles pertaining to the drug and chemi- 
cal businesses, to carrying on the business 
of manufacturing chemists: 

(b) To manufacture, buy, sell, and 
otherwise deal in goods, wares, and mer- 


chandise. 
A. H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 67296. 


NOTICE IS HEREBY GIVEN that 
“F, W. Dodge Corporation Ltd.” was in- 
corporated under the Companies Act on 
the 10th day of December, 1965. 

The Company is authorized to issue 
five hundred Class A voting shares, four 
thousand five hundred Class B non-voting 
shares, and five thousand Class C non- 
voting shares, without nominal or par 
value. 

The address of its registered office is 
13639—108th Avenue, Surrey, B.C. 

The objects for which the Company is 
established are :— 

(a) To acquire and hold real and per- 
sonal property of every kind and descrip- 
tion, including mortgages, agreements for 
sale, leases, shares, stocks, debentures, 
bonds, and securities of all kinds and de- 
scription for the purposes of investments 
and for the purposes of earning rent and 
interest, but not to trade in the same as a 
business or plan for profit: 


(b) To take part in the management, 
supervision, or control of the business or 
operations of any company or undertak- 
ing of which the Company holds any 
shares, bonds, debentures, or other securi- 
ties, or of which the Company owns any 
property, assets, or rights, and for that 
purpose to appoint and remunerate any 
managers, accountants, or other experts 
or agents: 


(c) To employ any individual, firm, or 
corporation to manage, in whole or in 
part, the affairs of the Company, and to 
employ experts to investigate and examine 
into the conditions, prospects, value, 
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character, and circumstances of any busi- 
ness concerns and undertakings, and gen- 
erally of any assets, property, or rights: 

(d) To acquire by purchase, lease, or 
otherwise, and to take over, and (or) man- 
age and carry on all or any of the busi- 
nesses, undertakings, properties, franchises, 
goodwill, contracts, rights, powers, and 
privileges, held, enjoyed, or carried on by 
any person, firm, or corporation, or by any 
business, the carrying-on of which will, in 
the opinion of the Company, promote the 
carrying-out of the undertakings of the 
Company, or any of them, or possessed 
of any property suitable for the objects 
of the Company, as the Company may 
deem advisable. 

A. H. HALL, 


de23—5420 Registrar of Companies. 





CERTIFICATE OF INCORPORATION 





Societies Act 
Canada: 
Province of British Columbia. 
No. 7292. 


I HEREBY CERTIFY that “North 
Vancouver Centennial Committee” has 
this day been incorporated as a Society 
under the Societies Act. 

The locality in which the operations of 
the Society will be chiefly carried on is 
within the City of North Vancouver and 
District of North Vancouver, Province of 
British Columbia. 


Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this thirteenth day of December, one thou- 
sand nine hundred and sixty-five. 


Ages AIL; 
Registrar of Companies. 


The objects of the Society are:— 

(a) To select a suitable project to com- 
memorate the Centennial Anniversary of 
the Confederation of Canada in the City 
of North Vancouver and (or) in the Dis- 
trict of North Vancouver, British Co- 
Jumbia: 

(b) To make such arrangements as may 
be required, both financial and otherwise, 
and do all things necessary or desirable 
to achieve and complete the project, and 
make all arrangements, both financial and 
otherwise that may be required: 

(c) To arrange to conduct suitable 
celebrations commemorating the Cen- 
tenary of the Province of British Colum- 
bia in 1966, and the said Centenary of 
Confederation in 1967, in the said City 
of North Vancouver and District of North 
Vancouver and (or) elsewhere, in the 
Province of British Columbia: 

(d) To co-operate with such other per- 
sons and municipal bodies in the carrying- 
out of the above objects as may be desir- 
able. jal3—5420 
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COMPANIES ACT 
No. 67297. 


NOTICE IS HEREBY GIVEN that 
“International Specialties Limited” was 
incorporated under the Companies Act 
on the 10th day of December, 1965. 

The authorized capital of the Company 
is ten thousand dollars, divided into ten 
thousand common shares with a nominal 
or par value of one dollar each. 

The address of its registered office is 
2918—30th Avenue, Vernon, B.C. 

The objects for which the Company is 
established are: 

(a) To act and carry on business as 
brokers, agents, representatives, and com- 
mission agents for Canadian and foreign 











commercial houses, and for any other 
persons, firms, or corporations for adver- 
tising, selling, and distributing commodi- 
ties of every kind and description, and to 
make and enter into any kind and all 
kinds of lawful contracts in respect there- 
of: 

(b) To purchase or otherwise acquire 
and hold, and to sell or otherwise dispose 
of real and personal property and rights, 
and in particular lands, buildings, busi- 
ness and industrial concerns, mortgages, 
charges, contracts, possessions, fran- 
chises, annuities, patents, copyrights, li- 
cences, securities, and any interest in real 
or personal property: 

(c) To buy, sell, and deal in goods, 
wares, and merchandise of all kinds: 

(d) To maintain warehouses, stores, 
shops, and other buildings and construc- 
tions for the storage and care generally 
of the goods, wares, and merchandise of 
the Company: 

(e) To carry on the business of import- 
ers and exporters and dealers in raw ma- 
terials and merchandise of all kinds; to 
act as custom brokers, warehousemen, 
and common carriers, and to manufac- 
ture, process, and prepare for market all 
kinds of goods, wares, and merchandise, 
and to deal generally in the same. 


A; H HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 67120. 


NOTICE IS HEREBY GIVEN that 
“Wally’s Auto Body Ltd.” was incorpo- 
rated under the Companies Act on the 
30th day of November, 1965. 

The authorized capital of the Company 
is thirty thousand dollars, divided into five 
thousand common shares and twenty-five 
thousand preferred shares, both having a 
nominal or par value of one dollar each. 

The address of its registered office is 
care of Wilson, Hinds & Davies, 123 
Main Street, Chilliwack, B.C. 

The objects for which the Company is 
established are:— 


_ (a) To manufacture, repair, buy, sell, 
import, export, exchange, and generally 
deal in all kinds of automobiles, trucks, 
boats and trailers, engines, machines, car- 
buretors, accessories, and parts, and all 
kinds of machinery, implements, utensils, 
apparatus, lubricants, cements, solutions, 
and appliances, whether incidental to the 
construction of motor-cars or otherwise, 
rubber and articles and goods of all kinds 
of which rubber is a component part, 
together with the various materials which 
enter into the manufacture of such arti- 
cles and goods, and fuel-saving, mechani- 
cal, and electrical apparatus and devices, 
and all things capable of being used there- 
with or in the manufacture, maintenance, 
and working thereof respectively: 


(b) To keep, maintain, operate, and 
manage garages, storehouses, storerooms, 
warehouses, and other like places for the 
safe-keeping, cleaning, repairing, and care 
generally of automobiles, and motor- 
vehicles of any and every kind, descrip- 
tion, and class, and of all the accessories 
thereof of any and every kind and de- 
scription, and to rent, lease, and hire 
motor-vehicles, trucks, and automobiles 
of all kinds: 


(c) To carry on the business of im- 
porters, exporters, producers, refiners, 
storers, transporters, marketers, suppliers, 
and distributors of and traders in petro- 
leum and petroleum products and by- 


products of every kind and description 
and natural gas; and, without limiting the 
generality of the foregoing, to operate the 
business of a service station, garage, and 


towing service. 
A. H. HALL, 
de23—5 420 Registrar of Companies. 


COMPANIES ACT 
No. 67149. 


NOTICE IS HEREBY GIVEN that 
“ Cliff Halverson Ltd.” was incorporated 
under the Companies Act on the 2nd day 
of December, 1965. 

The Company is authorized to issue ten 
thousand shares without nominal or par 
value. 

The address of its registered office is 
2256 Kingsway, Vancouver 16, B.C. 

The objects for which the Company is 
established are:— 

(a) To manufacture, buy, sell, import, 
export, and otherwise deal in and with 
goods, wares, and merchandise of all 
kinds, and, without limiting the generality 
of the foregoing, to manufacture, buy, 
sell, distribute, import, export, assemble, 
operate, repair, convert, let for hire, and 
otherwise deal in and with every kind 
and description of concrete, masonry, 
brick, ceramic products and materials: 

(b) To carry on the business of con- 
tractors and builders, and to enter into 
contracts for, construct, execute, and 
carry on all description of works, build- 
ings, and other structures, and to carry 
on for the purposes aforesaid the business 
of a construction company and contrac- 
tors for the construction of works, build- 
ings, and other structures, public and 
private: 

(c) To manufacture, buy, sell, import, 
export, and deal generally in all supplies, 
materials, plant, and equipment used in 
building and construction of every kind 
and purpose whatsoever: 

(d) To furnish and provide deposits 
and funds required in relation to any 
tender or application for any contract, 
concession, decree, enactment, property, 
or privilege, or in relation to the carrying- 
out of any contract, concession, decree, 
or enactment: 

(e) To assume, purchase, take over, 
or otherwise acquire the sole proprietor- 
ship business known as Clifford Halver- 
son, plaster and stucco contractor: 

(f) To do all such other things as are 
incidental or conducive to the attainment 
of the above objects or any of them. 


A. H. HALL, 


de23—5420 Registrar of Companies. 


EXTRA-PROVINCIAL 
COMPANIES 


COMPANIES ACT 
No. 6970A. 

NOTICE IS HEREBY GIVEN that 
“Devil’s Elbow Mines Limited,” which 
was incorporated in Ontario, was regis- 
tered under the Companies Act as an 
Extra-Provincial Company on the 8th day 
of December, 1965. 

The head office of the Company with- 
out the Province is situate Suite 923, 159 
Bay Street, Toronto 1, Ontario. 

The head office of the Company in the 
Province is situate 404 Standard Building, 
4 vi West Hastings Street, Vancouver 2, 

The attorney of the Company appointed 
pursuant to the Companies Act is Isaac 
Shulman, 404 Standard Building, 510 
West Hastings Street, Vancouver 2, B.C. 
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The paid-up capital of the Company is 
one hundred and eighty-five thousand and 
three dollars. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited, 

The business which the Company will 
carry On in the Province is: Exploration 
and development of mining properties and 
mining. 


A> EH. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 
No. 6964A. 


NOTICE IS HEREBY GIVEN that 
“Emco-Wheaton Limited,” which was in- 
corporated in the Province of Ontario, 
was registered under the Companies Act 
as an Extra-Provincial Company on the 
29th day of November, 1965. 

The head office of the Company with- 
out the Province is situate 1108 Dundas 
Street, London, Ontario. 

The head office of the Company in the 
Province is situate rear of 1445 Powell 
Street, Vancouver, B.C. 

The attorney of the Company appointed 
pursuant to the Companies Act is J. B. 
Trueit, 1445 Powell Street, Vancouver, 
B.C. 

The paid-up capital of the Company 
is one hundred and fifty-five thousand 
dollars. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: Fabrication, 
assembly, and service of petro-chemical 
fluid-handling equipment. 


ASE. HALL, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 
No. 6972a. 


NOTICE IS HEREBY GIVEN that 
“Structural Arts of Aiberta Ltd.,” which 
was incorporated in Alberta, was regis- 
tered under the Companies Act as an 
Extra-Provincial Company on the 10th 
day of December, 1965. 

The head office of the Company with- 
out the Province is situate care of Bern- 
stein & Lockerby, barristers and _ solici- 
tors, 4912 Ross Street, Red Deer, Alberta. 

The head office of the Company in the 
Province is situate care of Murdoch R. 
Robertson, barrister and solicitor, 4611 
Lazelle Avenue, Terrace, B.C. 

The attorney of the Company appointed 
pursuant to the Companies Act is Joseph 
Treffle Cardinal, contractor, 212 Skyline 
Manor, Prince Rupert, B.C. 

The paid-up capital of the Company 1s 
ninety dollars. 

The time of the existence of the Com- 
pany is unlimited. 

The liability of the members of the 
Company is limited. 

The business which the Company will 
carry on in the Province is: General con- 
tractor and holding company. 


A. H. HALL, 


de23—5420 Registrar of Companies. 


MISCELLANEOUS 


NOTICE TO CREDITORS 
AND OTHERS 





| Ernest Frederick Malcolm Sim, Deceased 
NOTICE is hereby given that creditors 
and others having claims against the estate 
of Ernest Frederick Malcolm Sim, de- 
ceased, late of Victoria, B.C., are hereby 
required to send them to the undersigned 
executor, P.O. Box 580, Victoria, B.C., 
before the 21st day of January, 1966, 
after which date the executor will distrib- 
ute the said estate among the parties 
entitled thereto, having regard only to the 
claims of which it then has notice. 


THE ROYAL TRUST COMPANY, 
Executor. 


Horne, Coupar, MacMinn & Roberts, 
de23—3644 Solicitors. 





NOTICE TO CREDITORS 
AND OTHERS 





Albert John Victor Preece, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Albert John Victor Preece, deceased, 
late of 2918 Dickerson Place, Colwood, 
B.C., are hereby required to send them 
to the undersigned executor, 1125 Doug- 
las Street (P.O. Box 1232), Victoria, 
B.C., before the 21st day of January, 
1966, after which date the executor will 
distribute the said estate among the par- 
ties entitled thereto, having regard only to 
the claims of which it then has notice. 


CANADA PERMANENT 


TRUST COMPANY, 
Executor. 


Horne, Coupar, MacMinn & Roberts, 
de23—3645 Solicitors. 





NOTICE TO CREDITORS 
AND OTHERS 





Reginald Austin Hughes, Deceased 


CREDITORS and others having claims 
against the estate of Reginald Austin 
Hughes, deceased, late of 1974 West 18th 
Avenue, Vancouver, B.C., are hereby re- 
quired to send them, duly verified, to the 
Public Trustee, 635 Burrard Street, Van- 
couver 1, B.C., before the 14th day of 
January, 1966, after which date the assets 
of the said estate will be distributed, hav- 
ing regard only to claims that have been 
received. 


de23—3663 PUBLIC TRUSTEE. 





NOTICE TO CREDITORS 
AND OTHERS 





Francis Henry Joseph Thompson, 
Deceased 


CREDITORS and others having claims 
against the estate of Francis Henry Joseph 
Thompson (otherwise known as Henry 
Joseph Thompson), deceased, late of 
3003 East 21st Avenue, Vancouver, B.C., 
are hereby required to send them, duly 
verified, to the Public Trustee, 635 Bur- 
rard Street, Vancouver 1, B.C., before 
the 14th day of January, 1966, after 
which date the assets of the said estate 
will be distributed, having regard only to 
claims that have been received. 


de23—3655 PUBLIC TRUSTEE. 














MISCELLANEOUS 


NOTICE TO CREDITORS 
AND OTHERS 





Edward Hendrick, Deceased 

CREDITORS and others having claims 
against the estate of Edward Hendrick, 
deceased, late of 926 Keefer Street, Van- 
couver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 14th day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—-3662 PUBLIC TRUSTEE. 





NOTICE TO CREDITORS 
AND OTHERS 





Allen Roy Evans, Deceased 


CREDITORS and others having claims 
against the estate of Allen Roy Evans, de- 
ceased, late of 817 Granville Street, Van- 
couver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 14th day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3661 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 








John Connors, Deceased 


CREDITORS and others having claims 
against the estate of John Connors, de- 
ceased, late of 506, 2298 Cassiar Street, 
Vancouver, B.C., are hereby required to 
send them, duly verified, to the Public 
Trustee, 635 Burrard Street, Vancouver 1, 
B.C., before the 14th day of January, 
1966, after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3660 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





John Hutter, Deceased 


CREDITORS and others having claims 
against the estate of John Hutter, de- 
ceased, late of 705 Jackson Avenue, Van- 
couver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 14th day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3659 PUBLIC TRUSTEE. 
COMPANIES ACT 








Chichester Investments Ltd. (in 
Voluntary Liquidation) 


NOTICE is hereby given that, by a 
special resolution passed on the 26th day 
of November, 1965, Chichester Invest- 
ments Ltd. (in voluntary liquidation) re- 
solved to wind up voluntarily and ap- 
pointed Cyril Vickers as liquidator. 

Dated at Vancouver, B.C., this 1st day 
of December, 1965. 


CYRIL VICKERS, 


de30—11892 Liquidator. 
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MISCELLANEOUS 


NOTICE TO CREDITORS 
AND OTHERS 





James Wright, Deceased 


CREDITORS and others having claims 
against the estate of James Wright, de- 
ceased, late of 1925 Whyte Avenue, 
Vancouver, B.C., are hereby required to 
send them, duly verified, to the Public 
Trustee, 635 Burrard Street, Vancouver 1, 
B.C., before the 14th day of January, 
1966, after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3650 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 








Alex Conrad, Deceased 


CREDITORS and others having claims 
against the estate of Alex Conrad (other- 
wise known as Alex Kondratow), de- 
ceased, late of 2123 Graveley Street, 
Vancouver, B.C., are hereby required to 
send them, duly verified, to the Public 
Trustee, 635 Burrard Street, Vancouver 1, 
B.C., before the 14th day of January, 
1966, after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3657 PUBLIC TRUSIEE. 


NOTICE TO CREDITORS 
AND OTHERS 


Reginald Elias Hibberd, Deceased 


CREDITORS and others having claims 
against the estate of Reginald Elias Hib- 
berd, deceased, late of 120 Jackson Ave- 
nue, Vancouver, B.C., are hereby required 
to send them, duly verified, to the Public 
Trustee, 635 Burrard Street, Vancouver 1, 
B.C., before the 14th day of January, 
1966, after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3656 PUBLIC TRUSTEE. 








APPLICATION FOR PERMIT UNDER 
POLLUTION-CONTROL ACT 


CANAL DEVELOPMENT LTD., of 
Leitch Street, Cranbrook, B.C., hereby 
applies to the Secretary, Pollution-control 
Board, for a permit to discharge kraft 
pulp and paper effluents into the Koote- 
nay River, which flows south and dis- 
charges into the Columbia River, which 
flows south and discharges into the Pacific 
Ocean, and gives notice of its application 
to all persons affected. 

The point of discharge shall be located 
at 6,000 feet north-west and upstream of 
the highway bridge across the Kootenay 
River near Skookumchuck. 

The land upon which the effluent origi- 
nates is Lots 6021, 7222, and 6615, Koo- 
tenay District. 

The quantity of effluent to be discharged 
is as follows: Maximum hourly rate, 33.5 
cubic feet per second, 12,500 imperial gal- 
lons per minute; maximum 12-hour dis- 
charge, 9,000,000 imperial gallons; aver- 
age 24-hour discharge, 15,000,000 imperial 
gallons. 

The operating season during which the 
effluent will be discharged is continuous. 

The characteristics of the effluent to be 
discharged are as follows: Suspended 
solids (p.p.m.), 100 average before treat- 


ment, 30 average and 40 maximum after 
treatment; total solids (p.p.m.), 1,000 
before treatment, 900 average and 950 
maximum after treatment; biochemical 
oxygen demand (p.p.m.), 120 average 
before treatment, 95 average and 130 
maximum after treatment; pH, 3.5—4 
average before treatment, 6.5-8 average 
and 8 maximum after treatment; temper- 
ature (degrees Fahrenheit), 90° average 
before treatment, 85° average and 100° 
maximum after treatment; coliform bac- 
teria (average m.p.n. per 100 ml.), nil; 
toxic chemicals (p.p.m.), less than 0.1 
sulphide, 0.4 mercaptan p.p.m. 

The type of treatment to be applied to 
the effluent before discharge is as follows: 
The mill will retain pulp and liquor spills 
within the system. Excess machine white 
water will be clarified in the mill and dis- 
charged directly to the river along with 
other uncontaminated wastes. Acid 
bleach plant effluent will be neutralized, 
combined with other solids containing 
effluent, settled in a 12-hour retention 
pond, and discharged to the river. 


A copy of this application was posted 
at the proposed point of discharge on the 
9th day of December, 1965. 

This application is to be filed with the 
Secretary, Pollution-control Board, Par- 
liament Buildings, Victoria, B.C. Objec- 
tions may be filed with the Secretary 
within 30 days of the first publication of 
the application. 


Dated December 16, 1965. 


CANAL DEVELOPMENT LTD. 
de23—3700 V. C. Brown, Agent, 


COMPANIES ACT 





Quinsam Auto Marine Ltd. (in Volun- 
tary Liquidation) 


TAKE NOTICE that, by special reso- 
lution passed on the 22nd day of Novem- 
ber, 1965, Quinsam Auto Marine Ltd. 
(in voluntary liquidation) resolved to 
wind up voluntarily and that J. E. C. 
Martin, chartered accountant, 21A Tyee 
Plaza, Campbell River, B.C., has been 
appointed liquidator for the purpose of 
such winding-up. 


Dated at Campbell River, B.C., this 
22nd day of November, 1965. 


J. E.-C. MARTIN, 


de23—1 1866 Liquidator. 





COMPANIES ACT 





Galloway-Ellis Drugs Ltd. (in Voluntary 
Liquidation) 


NOTICE is hereby given, pursuant to 
section 230 of the Companies Act, that a 
general meeting of Galloway-Ellis Drugs 
Ltd. (in voluntary liquidation) will be 
held on Wednesday, the Sth day of Janu- 
ary, 1966, at the hour of 10 a.m., at Suite 
8, 304 Victoria Street, Kamloops, B.C., 
for the purpose of laying before the meet- 
ing the liquidator’s final account of the 
winding-up, showing how the winding-up 
has been conducted and the property of 
the Company has been disposed of, and 
giving any explanation thereof, and to 
consider a resolution directing the way 
in which the books and papers of the 
Company and of the liquidator shall be 
disposed of. 

Dated at Kamloops, B.C., this 16th day 
of December, 1965. 

W.. O. ELLIS, 


de23—3709 Liquidator. 


MISCELLANEOUS 
COMPANIES ACT 





Trumbull Lyons Ltd. (in Voluntary 
Liquidation) 

NOTICE is hereby given that, by reso- 
lution passed on the 16th day of Novem- 
ber, 1965, Ebe T. Blaauw, of Cadby Hall, 
Toronto 18, Ontario, was appointed liqui- 
dator of Trumbull Lyons Ltd. 


Dated this 19th day of November, 1965. 


EBE T. BLAAUW, 


de23—3575 Liquidator. 


COMPANIES ACT 





Pacific Tractor & Equipment Limited 
(in Voluntary Liquidation) 


NOTICE is hereby given that by a spe- 
cial resolution passed on the 24th day of 
November, 1965, Pacific Tractor & Equip- 
ment Limited resolved to wind up volun- 
tarily and appointed Oscar F. Lundell, 
of 13th Floor, 409 Granville Street, Van- 
couver, B.C., as liquidator. 


Dated at Vancouver, B.C., the 29th 
day of November, 1965. 


OSCAR F, LUNDELL, 


de23—11867 Liquidator. 


COMPANIES ACT 





Rico Copper Mines Limited (in Volun- 

tary Liquidation) 

ON the 25th day of November, 1965, 
Rico Copper Mines Limited passed a 
special resolution to wind up voluntarily 
and appointed Arthur E. Harvey, of 
Tenth Floor, 850 West Hastings Street, 
Vancouver, B.C., to be the liquidator. 

Dated at Vancouver, B.C, this 26th 
day of November, 1965. 


ARTHUR E. HARVEY, 
Liquidator. 


Russell & DuMoulin, 


de23—3585 Solicitors. 


COMPANIES ACT 





W. A. Jameson Coffee Company Limited 
(in Voluntary Liquidation) 

NOTICE is hereby given that, by reso- 
lution passed on the 16th day of Novem- 
ber, 1965, Ebe T. Blaauw, of Cadby Hall, 
Toronto 18, Ontario, was appointed liqui- 
dator of W. A. Jameson Coffee Company 
Limited. 


Dated this 19th day of November, 1965. 


EBE T. BLAAUW, 


de23—3574 Liquidator. 


COMPANIES ACT 





Garnett Valley Cannery Ltd. (in 
Voluntary Liquidation) 


TAKE NOTICE that, by special reso- 
lution passed on the Ist day of December, 
1965, Garnett Valley Cannery Ltd. re- 
solved to wind up voluntarily, and that 
Daniel Curell, retired, of Okanagan Mis- 
sion, B.C., has been appointed liquidator 
for the purpose of such winding-up. 

Dated at Kelowna, B.C., this Ist day of 
December, 1965. 


DANIEL CURELL, 


de30—11923 Liquidator. 
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MISCELLANEOUS 


COMPANIES ACT 


I HEREBY CERTIFY that Aluminum 
Company of Canada, Limited, which was 
incorporated under the laws of Canada 
and is registered as an Extra-Provincial 
Company under the Companies Act, has 
changed its name to the name “Aluminum 
Company of Canada, Limited—Alumin- 
ium du Canada, Limitee.” 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this thirteenth day of December, one 
thousand nine hundred and sixty-five. 


[L.s.] A. H. HALL, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 








Vancouver Creosoting Company Limited 
(in Voluntary Liquidation) 


NOTICE is hereby given that a meeting 
of the creditors of Vancouver Creosoting 
Company Limited will be held at Tenth 
Floor, 850 West Hastings Street, WVancou- 
ver, B.C., on the 3rd day of January, 
1966, at the hour of 9.30 o’clock in the 
forenoon. 


Dated at Vancouver, B.C., this 17th 
day of December, 1965. 


R. T. DUMOULIN, 


de23—3698 Liquidator. 


COMPANIES ACT 





Vancouver Creosoting Company Limited 
(in Voluntary Liquidation) 


NOTICE is hereby given that Vancou- 
ver Creosoting Company Limited passed 
a special resolution on the 15th day of 
December, 1965, to wind up voluntarily, 
and appointed R. T. DuMoulin, of Van- 
couver, B.C., to be liquidator. 

Dated at Vancouver, B.C., this 17th 
day of December, 1965. 


RUSSELL & DUMOULIN, 


jal3—3698 Solicitors. 





COMPANIES ACT 





Canada Roof Products Limited (in 
Voluntary Liquidation) 


NOTICE is hereby given that Canada 
Roof Products Limited passed a special 
resolution on the 15th day of December, 
1965, to wind up voluntarily, and ap- 
pointed R. T. DuMoulin, of Vancouver, 
B.C., to be the liquidator. 

Dated at Vancouver, B.C., this 17th 
day of December, 1965. 


RUSSELL & DUMOULIN, 


jal3—3699 Solicitors. 








COMPANIES ACT 





Canada Roof Products Limited (in 
Voluntary Liquidation) 


NOTICE is hereby given that a meeting 
of the creditors of Canada Roof Products 
Limited (in voluntary liquidation) will be 
held at Tenth Floor, 850 West Hastings 
Street, Vancouver, B.C., on the 3rd day 
of January, 1966, at the hour of 11.30 
o’clock in the forenoon. 

Dated at Vancouver, B.C., this 17th 
day of December, 1965. 


R. T. DUMOULIN, 


de23—3699 Liquidator. 


MISCELLANEOUS 


COMPANIES ACT 

NOTICE IS HEREBY GIVEN that 
The Snackery Foods Ltd., incorporated 
on the 24th day of November, 1958, 
changed its name on the 8th day of De- 
cember, 1965, to the name “Commander 
Investments Ltd.” 

A. H. HALL, 


Registrar of Companies. 


THE WINDING-UP ACT 


de23—5420 





The Subsidiary High Court of the 
Ancient Order of Foresters 


NOTICE is hereby given that I intend 
to file with the Department of Insurance, 
Ottawa, Ontario, a statement of all per- 
sons appearing by the books and records 
of The Subsidiary High Court of the 
Ancient Order of Foresters to be creditors 
or claimants under any policy of insur- 
ance. 

Dated at Toronto, Ontario, this 15th 
day of December, 1965. 


JACK WRATTEN, 
Liquidator. 
Gauld, Hill, Kilgour & Friend, 
Solicitors. 
320 Bay Street, 


Toronto 1, Ontario. jal3—3701 


NOTICE TO CREDITORS 
AND OTHERS 








Sarah Dusenbury, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Sarah Dusenbury (also known as Sadie 
Dusenbury), deceased, formerly of 1545 
West 13th Avenue Vancouver, B.C., are 
hereby required to send them to the un- 
dersigned executor, care of Canada Per- 
manent Trust Company, 455 Granville 
Street, Vancouver, B.C., before the 25th 
day of January, 1966, after which date 
the executor will have the said estate dis- 
tributed amongst the parties entitled 
thereto, having regard only to the claims 
of which he then has had notice. 


ANGUS HUGH CAMPBELL, 
Executor. 


Bull, Housser & Tupper, 


de23—12040 Solicitors. 


COMPANIES ACT 








Wallace’s Department Store Limited 
(in Voluntary Liquidation) 


NOTICE is hereby given, pursuant to 
section 230 of the Companies Act, that a 
general meeting of Wallace’s Department 
Store Limited (in voluntary liquidation) 
will be held on Thursday, the 23rd day 
of December, 1965, at the hour of 2.30 
o’clock in the afternoon, at 1 Besner 
Building, 342 Third Avenue West, Prince 
Rupert, B.C., for the purpose of laying 
before the meeting the liquidator’s final 
account for the winding-up showing how 
the winding-up has been conducted and 
the property of the Company has been 
disposed of, and giving any explanation 
thereof, and to consider a resolution di- 
recting the way in which the books and 
papers of the Company and of the liqui- 
dator shall be disposed of. 


Dated at Prince Rupert, B.C., this 13th 
day of December, 1965. 


A. 1... BELLE, CA, 


de23—3673 Liquidator, 


MISCELLANEOUS 
COMPANIES ACT 





Murray Finances Ltd. (in Voluntary 
Liquidation ) 

NOTICE is hereby given, pursuant to 
section 230 of the Companies Act, that a 
general meeting of Murray Finances Ltd. 
(in voluntary liquidation) will be held on 
Tuesday, the 28th day of December, 
1965, at the hour of 10 o'clock in the 
forenoon, at Room 205, 1121 Yates 
Street, Victoria, B.C., for the purpose of 
laying before the meeting the liquidator’s 
final account of the winding-up, showing 
how the winding-up has been conducted 
and the property of the Company has 
been disposed of, and giving any explana- 
tion thereof, and to consider a resolution 
directing the way in which the books and 
papers of the Company and of the liqui- 
dator shall be disposed of. 

Dated at Victoria, B.C., this 16th day 
of December, 1965. 


RONALD M. LOCHHEAD, 
de23—3706 Liquidator. 





COMPANIES ACT 
No. 67135. 


NOTICE is hereby given that, pursuant 
to section 178 of the Companies Act, Mc- 
Kenzie Barge & Derrick Co. Ltd., Queen 
Charlotte Equipment Ltd., and Blue River 
Services Ltd. are this day amalgamated 
as one company under the name “Mc- 
Kenzie Barge & Derrick Co. Ltd.” 

The amalgamated Company’s author- 
ized capital is seven hundred and forty 
thousand dollars, divided into seven hun- 
dred and forty thousand preference shares 
with a nominal or par value of one dollar 
each. 

The Company is also authorized to issue 
thirty thousand ordinary shares without 
nominal or par value. 

The maximum price or consideration 
at or for which the shares without nom- 
inal or par value may be sold is one 
dollar. 

The address of its registered office is 
foot of Victoria Drive, Vancouver, B.C. 

The objects for which the amalgamated 
Company is established are:— 

(a) To carry on the business of dredgers, 
salvagers, divers, engineers, shipwrights, 
ship builders and repairers, and general 
contractors: 

(b) To carry on the business of tug 
owners, barge owners, and proprietors of 
floating derricks, docks, wharves, jetties, 
piers, warehouses, and the business of 
ship owners, wharfingers, warehousemen, 
commission agents, and general mer- 
chants, and carriers by land and water: 

(c) To construct and operate dry docks 
and floating docks, with patent and other 
slips, workshops, buildings, machinery, 
and other conveniences: 

(d) To let or lease or hire real and per- 
sonal property of the Company to any 
person, firm, or corporation: 

(e) To guarantee the payment of money 
secured by or payable under or in respect 
of debentures, bonds, contracts, mort- 
gages, charges, obligations, and securities 
of any company having objects similar to 
the Company and to guarantee the per- 
formance of contracts or obligations of 
any person, firm, or corporation having 
dealings with the Company. 


Dated this 1st day of December, 1965. 


A. H. HALL, 


| de23—5420 Registrar of Companies. 
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MISCELLANEOUS 


COMPANIES ACT 


NOTICE IS HEREBY GIVEN that 
Beta Mining Corporation Ltd. (N.P.L.), 
incorporated on the 18th day of February, 
1965, changed its name on the 3rd day 
of December, 1965, to the name “Casino 
Silver Mines Ltd. (N.P.L.).” 


Ai H. HALL, 


de23—5420 Registrar of Companies. 


NOTICE TO CREDITORS 
AND OTHERS 





Harry Daborn Day, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Harry Daborn Day, deceased, late of 
2051 Granite Street, Victoria, B.C., are 
hereby required to send them to the un- 
dersigned solicitors for the executors, 302, 
612 View Street, Victoria, B.C., before 
the 25th day of January, 1966, after 
which date the executors will distribute 
the said estate among the parties entitled 
thereto, having regard only to the claims 
of which they then have notice. 


HORNE, COUPAR, MAcMINN, 
& ROBERTS, 
de23—3691 Solicitors. 
NOTICE TO CREDITORS 
AND OTHERS 





Annie Cail, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Annie Cail, deceased, late of 3808 
Rowland Avenue, Victoria, B.C., are 
hereby required to send them to the un- 
dersigned executor, at 1205 Broad Street, 
Victoria, B.C., before the 20th day of 
January, 1966, after which date the ex- 
ecutor will distribute the said estate 
amongst the persons entitled thereto, hav- 
ing regard only to the claims of which it 
shall then have received notice. 


THE ROYAL TRUST COMPANY, 
Executor. 


Pearlman & Lindholm, 


de23—12107 Solicitors. 


NOTICE TO CREDITORS 
AND OTHERS 





Kate Penton Harris, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Kate Penton Harris, deceased, who 
died at Victoria, B.C., on the 22nd day 
of November, 1965, are hereby requested 
to send them, properly verified by statu- 
tory declaration, to the undersigned, at 
302 Royal Trust Building, Victoria, B.C., 
before the 25th day of January, 1966, 
after which date the administrator will 
distribute the said estate among the par- 
ties entitled thereto, having regard only 
to the claims of which he then has notice. 


And all persons indebted to the said 
estate are required to pay their indebted- 
ness to said administrator forthwith. 

Dated at Victoria, B.C., this 16th day 
of December, 1965. 


OFFICIAL ADMINISTRATOR, 


NTY OF VICTORIA. 
— de23—3694 


MISCELLANEOUS 


COMPANIES ACT 
NOTICE IS HEREBY GIVEN that 
Beaver Planing Mills Ltd., amalgamated 
on the Ist day of May, 1963, changed its 
name on the 9th day of December, 1965, 
to the name “ Cottonwood Holdings Ltd.” 


As TH. HALE, 


de23—5420 Registrar of Companies. 


NOTICE TO CREDITORS 
AND OTHERS 





Thomas Barnett Mathews, Deceased 


CREDITORS and others having claims 
against the estate of Thomas Barnett 
Mathews, deceased, are required to send 
full particulars of such claims to the un- 
dersigned solicitors, at 504, 1111 West 
Georgia Street, Vancouver 5, B.C., on or 
before the 27th day of January, 1966, 
after which date the estate’s assets will be 
distributed, having regard only to claims 
that have been received. 


ALICE ELLEN COAKLEY, 


Administratrix. 
Butts, Henderson & Tynan, 
de23—12094 Solicitors. 


NOTICE TO CREDITORS 
AND OTHERS 





Robin Grant McIntyre, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Robin Grant McIntyre, deceased, who 
died at Vancouver, B.C., on November 
10, 1964, are hereby requested to send 
them, properly verified by statutory decla- 
ration, to the undersigned, at 302 Royal 
Trust Building, Victoria, B.C., before the 
25th day of January, 1966, after which 
date the administrator will distribute the 
said estate among the parties entitled 
thereto, having regard only to the claims 
of which he then has notice. 

And all persons indebted to the said 
estate are required to pay their indebted- 
ness to said administrator forthwith. 

Dated at Victoria, B.C., this 16th day 
of December, 1965. 


OFFICIAL ADMINISTRATOR, 


COUNTY OF VICTORIA. 
de23—3693 


NOTICE TO CREDITORS 
AND OTHERS 





Lily Beatrice Tarr, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Lily Beatrice Tarr, deceased, formerly 
of 4341 Rumble Street, South Burnaby, 
B.C., are hereby required to send them 
to the undersigned executor, at 455 Gran- 
ville Street, Vancouver 2, B.C., before the 
25th day of January, 1966, after which 
date the executor will distribute the said 
estate among the parties entitled thereto, 
having regard only to the claims of which 
it then has notice. 


CANADA PERMANENT TRUST 
COMPANY, 
Executor. 
McTaggart, Ellis, Melvin & Cocking, 
de23—12057 Solicitors. 


MISCELLANEOUS 


COMPANIES ACT 


NOTICE IS HEREBY GIVEN that 
Molasses Limited, incorporated on the 
4th day of December, 1930, changed its 
name on the 9th day of December, 1965, 
to the name “Pacific Molasses Limited.” 


A. H. HALE, 


de23—5420 Registrar of Companies. 


NOTICE TO CREDITORS 
AND OTHERS 





Steinunn Johannesdottir, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Steinunn Johannesdottir, deceased, who 
died at Reykjavik, Iceland, on October 
10, 1964, are hereby requested to send 
them, properly verified by statutory decla- 
ration, to the undersigned, at 302 Royal 
Trust Building, Victoria, B.C., before the 
25th day of January, 1966, after which 
date the administrator will distribute the 
said estate among the parties entitled 
thereto, having regard only to the claims 
of which he then has notice. 

And all persons indebted to the said 
estate are required to pay their indebted- 
ness to said administrator forthwith. 

Dated at Victoria, B.C., this 16th day 
of December, 1965. 


OFFICIAL ADMINISTRATOR, 


COUNTY OF VICTORIA. 
de23—3692 


NOTICE TO CREDITORS 
AND OTHERS 





James Sharp, Deceased 


CREDITORS and others having claims 
against the estate of James Sharp, de- 
ceased, are required to send full particu- 
lars of such claims to The Yorkshire & 
Canadian Trust, Limited, 900 West Pen- 
der Street, Vancouver, B.C., on or before 
the 21st day of January, 1966, after which 
date the estate’s assets will be distributed, 
having regard only to claims that have 
been received. 


THE YORKSHIRE & CANADIAN 
TRUST, LIMITED, 
JAMES SPARKS, 


Executors. 
Andrews, Swinton & Company, 
de23—12035 


Solicitors. 


NOTICE TO CREDITORS 
AND OTHERS 





Robert Erskine Holland, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Robert Erskine Holland, deceased, late 
of 1131 Beach Drive, Victoria, B.C., are 
hereby required to send them to the un- 
dersigned executor, as 737 Fort Street, 
Victoria, B.C., before the 22nd day of 
January, 1966, after which date the execu- 
tor will distribute the said estate amongst 
the persons entitled thereto, having regard 
only to the claims of which it shall then 
have received notice. 


THE YORKSHIRE & CANADIAN 
TRUST LIMITED, 
Executor. 


Crease & Company, 


de23—3683 Solicitors. 


December 23, 1965 


MISCELLANEOUS 


COMPANIES ACT 


NOTICE IS HEREBY GIVEN that 
Camlon Investments Ltd., incorporated on 
the 15th day of May, 1963, changed its 
name on the 13th day of December, 1965, 
to the name “1090 West Pender Limited.” 


A, H, HALL, 
Registrar of Companies. 


NOTICE TO CREDITORS 
AND OTHERS 





de23—5420 








Annie Violet Franklin, Deceased 


CREDITORS and others having claims 
against the estate of Annie Violet Frank- 
lin, deceased, late of 3001 West Second 
Avenue, Vancouver, B.C., are hereby re- 
quired to send them, duly verified, to the 
Public Trustee, 635 Burrard Street, Van- 
couver 1, B.C., before the 14th day of 
January, 1966, after which date the assets 
of the said estate will be distributed, hav- 
ing regard only to claims that have been 
received. 


de23—3658 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





John Joseph Murray, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of John Joseph Murray, deceased, late of 
Patricia Hotel, 403 East Hastings Street, 
Vancouver, B.C., are required to send 
them to the undersigned, 254 East Has- 
tings Street, Vancouver 4, B.C., before 
the 31st day of January, 1966, after which 
date I will distribute the said estate among 
the parties entitled thereto, having regard 
only to the claims of which I then have 
notice. 

LIONEL R. MADDAFORD, 
de23—12119 Executor. 





NOTICE TO CREDITORS 
AND OTHERS 





Garylord Marron Lane Harwood, 
Deceased 


CREDITORS and others having claims 
against the estate of Garylord Marron 
Lane Harwood, deceased, late of 2283 
West Eighth Avenue, Vancouver, B.C., 
are hereby required to send them, duly 
verified, to the Public Trustee, 635 Bur- 
rard Street, Vancouver 1, B.C., before the 
14th day of January, 1966, after which 
date the assets of the said estate will be 
distributed, having regard only to claims 
that have been received. 


de23—3654 PUBLIC TRUSTEE. 
ee 
NOTICE TO CREDITORS 
AND OTHERS 





Albert John Jones, Deceased 


CREDITORS and others having claims 
against the estate of Albert John Jones, 
deceased, late of 2665 Point Grey Road, 
Vancouver, B.C., are hereby required to 
send them, duly verified, to the Public 
Trustee, 635 Burrard Street, Vancouver i 
B.C., before the 14th day of January, 
1966, after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3653 PUBLIC TRUSTEE. 
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MISCELLANEOUS 








COMPANIES ACT 

NOTICE IS HEREBY GIVEN that 
House Laundry & Dry Cleaning Co. Ltd., 
incorporated on the 29th day of Novem- 
ber, 1965, changed its name on the 14th 
day of December, 1965, to the name 
a Laundry & Dry Cleaning Co. 
Bid age 

A. H. HALL, 


de23—5420 Registrar of Companies. 





COMPANIES ACT 


Qwik-Save Enterprises Ltd. (in Voluntary 
Liquidation) 

TAKE NOTICE that, by special reso- 
lution passed on the 7th day of Decem- 
ber, 1965, Qwik-Save Enterprises Ltd. (in 
voluntary liquidation) resolved to wind up 
voluntarily and that Gerald H. Mulligan, 
chartered accountant, of Suite A, 4429 
Kingsway, South Burnaby, B.C., has been 
appointed liquidator for the purpose of 
such winding-up. 


Dated at Vancouver, B.C., this 7th day 
of December, 1965. 


GERALD H. MULLIGAN, 
de30—3615 Liquidator. 


NOTICE TO CREDITORS 
AND OTHERS 





Lee Wong Gee, Deceased 


CREDITORS and others having claims 
against the estate of Lee Wong Gee, de- 
ceased, late of 113A East Pender Street, 
Vancouver, B.C., are hereby required to 
send them, duly verified, to the Public 
Trustee, 635 Burrard Street, Vancouver 1, 
B.C., before the 14th day of January, 
1966, after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3652 PUBLIC TRUSTEE. 


COMPANIES ACT 





Steelhead Logging Ltd. (in Voluntary 
Liquidation) 

NOTICE is hereby given that, by a 
special resolution duly passed on the Ist 
day of December, 1965, Steelhead Log- 
ging Ltd., resolved to wind up voluntarily 
and appointed Donald Moss Challenger, 
3535 Quesnel Drive, Vancouver, B.C., as 
liquidator. 

Dated at Vancouver, B.C., this 1st day 
of December, 1965. 


DONALD MOSS CHALLENGER, 
de30—11893 Liquidator. 


NOTICE TO CREDITORS 
AND OTHERS 





Thomas Latto, Deceased 


CREDITORS and others having claims 
against the estate of Thomas Latto, de- 
ceased, late of 1034 Nelson Street, Van- 
couver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 14th day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3651 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 


Robert Emmett Allen, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Robert Emmett Allen, deceased, late of 
604 Third Street, Nelson, B.C., are hereby 
required to send them to William James 
Sturgeon, executor of the will of said 
deceased, addressed to the undersigned 
solicitors for the executor, at 1, 373 
Baker Street, Nelson, B.C., before the 
30th day of January, 1966, after which 
date the executor will distribute the said 
estate among the parties entitled thereto, 
having regard only to the claims whereof 
he then has notice. 


FERGUSON & FERGUSON, 
de23—12129 Solicitors. 


COMPANIES ACT 


I HEREBY CERTIFY that there have 
this day been registered, pursuant to the 
Companies Act, an office copy of an 
order of His Honour Judge MacDonald, 
dated the 3rd day of December, 1965, 
confirming wholly a special resolution of 
G & H Enterprises Ltd. for the alteration 
of the objects of the Company and a 
copy of the memorandum of association 
of the Company as altered. 

The objects of the Company have been 
altered by the addition of the following 
as paragraph (c):— 

(c) To buy, sell, import, export, manu- 
facture, and otherwise deal in and with 
(both at wholesale and retail), goods, 
wares, and merchandise of all kinds and 
descriptions, and to carry on a general 
trading and commercial business. 

And by changing the present sub-para- 
graph (c) to sub-paragraph (d). 

Given under my hand and seal of office 
at Victoria, Province of British Columbia, 
this ninth day of December, one thousand 
nine hundred and sixty-five. 


AS Es ELAIaN, 
Registrar of Companies. 





[tes 
de23—5420 


IN THE SUPREME COURT OF 
BRITISH COLUMBIA 





In the Matter of the Quieting Titles Act 


TAKE NOTICE that a petition has 
been made to the Supreme Court of Brit- 
ish Columbia by Eby & Sons Ltd., of 
Prince Rupert, B.C., for a judicial investi- 
gation to the title of the undermentioned 
lands and premises with a view to a decla- 
ration being made that it is entitled to be 
registered as owner thereof in fee-simple 
in possession free and clear of all encum- 
brances; 

And further take notice that any person 
contesting the said petition must file notice 
of his intention thereto and the grounds 
thereof with the District Registrar of the 
Supreme Court of British Columbia, 
Courthouse, Prince Rupert, B.C., before 
the 10th day of January, 1966. 

The lands and premises referred to are 
as follows: Lots A, B, and C of Lots 
Seven (7) to Eleven (11), Block Forty- 
eight (48), Section Seven (7), Plan 3948, 
City of Prince Rupert. 

Dated at Prince Rupert, B.C., this 15th 
day of December, 1965. 


M. HALLINAN, 


de23—3710 Deputy District Registrar. 
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MISCELLANEOUS 


COMPANIES ACT 


NOTICE IS HEREBY GIVEN that 
Ben Schleppe Plumbing Ltd., incorpo- 
rated on the 30th day of January, 1964, 
changed its name on the 13th day of De- 
cember, 1965, to the name “Ben Schleppe 
Plumbing & Heating Ltd.” 


AG nt. EVAICE: 


de23—5420 Registrar of Companies. 


NOTICE TO CREDITORS 
AND OTHERS 





Andrew Semple, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Andrew Semple, deceased, formerly of 
1145 Faithful Street, Victoria, B.C., are 
hereby required to send them to Canada 
Permanent Trust Company, P.O. Box 
1232, Victoria, B.C., before the 31st day 
of January, 1966, after which date the 
executor will distribute the said estate 
among the parties entitled thereto, having 
regard only to the claims of which it then 
has notice. 


CANADA PERMANENT TRUST 


COMPANY, 
Executor. 
Hallatt, Stewart & Company, 
de23—12133 Solicitors. 


NOTICE TO CREDITORS 
AND OTHERS 





Catherine Mary Elizabeth Fraser, 
Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Catherine Mary Elizabeth Fraser, de- 
ceased, formerly of St. Mary’s Priory, 
Colwood, B.C., are required to send them 
to the undersigned executor, The Royal 
Trust Company, at 1205 Government 
Street, Victoria, B.C., before the 14th 
day of February, 1966, after which date 
the executors will distribute the said 
estate among the parties entitled thereto, 
having regard only to the claims of which 
they then have notice. 


JAMES A. PIKE, 
THE ROYAL TRUST COMPANY, 
Executors. 


G. W. Baugh Allen, 


de23—12132 Solicitor. 


NOTICE TO CREDITORS 
AND OTHERS 





Nellie McAlpin, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Nellie McAlpin, deceased, formerly of 
Mount St. Mary, 999 Burdett Street, Vic- 
toria, B.C., are hereby required to send 
them to Montreal Trust Company, at 
1057 Fort Street, Victoria, B.C., before 
the 31st day of January, 1966, after 
which date the executor will distribute 
the said estate among the parties entitled 
thereto, having regard only to the claims 
of which it then has notice. 

MONTREAL TRUST COMPANY, 

Executor. 
Hallatt, Stewart & Company, 
de23—12130 Solicitors. 





MISCELLANEOUS 


COMPANIES ACT 

NOTICE IS HEREBY GIVEN that 
Ford Wholesale Appliances Ltd., incor- 
porated on the 11th day of January, 1963, 
changed its name on the 9th day of De- 
cember, 1965, to the name “Vancouver 
Wig Creations Ltd.” 

AY He EAI: 


de23—5420 Registrar of Companies. 


NOTICE TO CREDITORS 
AND OTHERS 








Albert S. Amsden, Deceased 


CREDITORS and others having claims 
against the estate of Albert S. Amsden 
(otherwise known as Albert Stanley Ams- 
den), deceased, late of 1033 West Pender 
Street, Vancouver, B.C., are hereby re- 
quired to send them, duly verified, to the 
Public Trustee, 635 Burrard Street, Van- 
couver 1, B.C., before the 21ist day of 
January, 1966, after which date the assets 
of the said estate will be distributed, hav- 
ing regard only to claims that have been 
received, 
de23—3730 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





Theodore Andersen, Deceased 


CREDITORS and others having claims 
against the estate of Theodore Andersen 
(otherwise known as Theodor Andries 
Christian Andersen), deceased, late of 
456 East Hastings Street, Vancouver, B.C., 
are hereby required to send them, duly 
verified, to the Public Trustee, 635 Bur- 
rard Street, Vancouver 1, B.C., before 
the 21st day of January, 1966, after which 
date the assets of the said estate will be 
distributed, having regard only to claims 
that have been received. 


de23—3729 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





David Evans, Deceased 


CREDITORS and others having claims 
against the estate of David Evans, de- 
ceased, late of 1349 Haro Street, Van- 
couver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 21st day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3728 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





Robert Frederick Grant, Deceased 


CREDITORS and others having claims 
against the estate of Robert Frederick 
Grant (otherwise known as Robert F. 
Grant and Robert Grant), deceased, late 
of 239 West Third Street, North Vancou- 
ver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 21st day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3727 PUBLIC TRUSTEE. 


MISCELLANEOUS 


COMPANIES ACT 


NOTICE IS HEREBY GIVEN that 
Colleen’s Delicatessen Ltd., incorporated 
on the 26th day of June, 1961, changed 
its name on the 9th day of December, 
1965, to the name “Terrace Delicatessen 


Wye 
“Xo Jal, JaVLb 
de23—5420 Registrar of Companies. 
NOTICE TO CREDITORS 
AND OTHERS 





John Hanwick, Deceased 


CREDITORS and others having claims 
against the estate of John Hanwick (other- 
wise known as Joseph Hanwick), de- 
ceased, late of 134 Powell Street, Van- 
couver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 21st day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3726 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





Edward Johnson, Deceased 


CREDITORS and others having claims 
against the estate of Edward Johnson, 
deceased, late of 205 Main Street, Van- 
couver, B.C., are hereby required to send 
them, duly verified, to the Public Trustee, 
635 Burrard Street, Vancouver 1, B.C., 
before the 21st day of January, 1966, 
after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3725 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





Norman MacDonald, Deceased 


CREDITORS and others having claims 
against the estate of Norman MacDonald 
(otherwise known as Norman Miles Mac- 
Donald), deceased, late of 707 East 
Seventh Avenue, Vancouver, B.C., are 
hereby required to send them, duly veri- 
fied, to the Public Trustee, 635 Burrard 
Street, Vancouver 1, B.C., before the 21st 
day of January, 1966, after which date 
the assets of the said estate will be dis- 
tributed, having regard only to claims 
that have been received. 


de23—3724 PUBLIC TRUSTEE. 


NOTICE TO CREDITORS 
AND OTHERS 





James E. McDougall, Deceased 


CREDITORS and others having claims 
against the estate of James E. McDougall 
(otherwise known as James Edward Mc- 
Dougall), deceased, late of 575 East Has- 
tings Street, Vancouver, B.C., are hereby 
required to send them, duly verified, to 
the Public Trustee, 635 Burrard Street, 
Vancouver 1, B.C., before the 21st day 
of January, 1966, after which date the 
assets of the said estate will be distributed, 
having regard only to claims that have 
been received, 


de23—3723 PUBLIC TRUSTEE. 
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MISCELLANEOUS 


PARTNERSHIP ACT 


NOTICE is given that the partnership 
formerly subsisting between Sidney Oliver 
Gould and Lee Warren Gould under the 
style of Hatley Esso Service of 2148 Sooke 
Road, Colwood, was dissolved on Decem- 
ber 17, 1965. 

J. S. pE VILLIERS, 
Solicitor for Lee Warren Gould. 
de23—12151 


NOTICE TO CREDITORS 
AND OTHERS 





David Kenny, Deceased 


CREDITORS and others having claims 
against the estate of David Kenny, de- 
ceased, late of 1927 Quamichan Street, 
Victoria, B.C., who died on the 22nd day 
of October, 1965, are required to forward 
full particulars of such claims to the un- 
dersigned solicitor for the executrix of 
the said estate, at 518-519 Central Build- 
ing, 620 View Street, Victoria, B.C., on 
or before the 31st day of January, 1966, 
after which date the estate’s assets will be 
distributed, having regard only to claims 
that have been received. 


Dated at Victoria, B.C., this 20th day 
of December, 1965. 


FORREST L. SHAW, 


de23—12128 Solicitor. 


NOTICE TO CREDITORS 
AND OTHERS 





Florence McCalpin, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Florence McCalpin, deceased, late of 
Aberdeen Private Hospital, 1450 Hillside 
Avenue, Victoria, B.C., are hereby re- 
quired to send them to the National Trust 
Company Limited, 1280 Douglas Street, 
Victoria, B.C., before the 28th day of 
January, 1966, after which date the ex- 
ecutor will distribute the said estate 
among the parties entitled thereto, having 
regard only to the claims of which it 
then has notice. 


NATIONAL TRUST COMPANY 


LIMITED, 
Executor. 
Pearlman & Lindholm, 
de23—12121 Solicitors. 


NOTICE TO CREDITORS 
AND OTHERS 





Thomas Rollinson Guest, Deceased 


CREDITORS and others having claims 
against the estate of Thomas Rollinson 
Guest (otherwise known as Thomas Rol- 
landson Guest), deceased, formerly of 
7621—140th Street, North Surrey, BH Ce. 
are required to send full particulars of 
such claims to Eric L. McKinley, 7639 
140th Street, North Surrey, B.C., on or 
before the 21st day of January, 1966, 
after which date the estate’s assets will 
be distributed, having regard only to 
claims that have been received. 


ERIC L. McKINLEY, 
Executor. 
T. Alan Chandler, 
de23—12124 Solicitor. 
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MISCELLANEOUS 


MISCELLANEOUS 





COMPANIES ACT 

NOTICE IS HEREBY GIVEN that 
Beaver Planing Mills (1965) Ltd., incor- 
porated on the 22nd day of October, 1965, 
changed its name on the 9th day of De- 
cember, 1965, to the name “ Beaver Plan- 
ing Mills Ltd.” 

A. H. HALL, 


de23—5420 Registrar of Companies. 








NOTICE TO CREDITORS 
AND OTHERS 





Charles Stanley Kilsby, Deceased 


NOTICE is hereby given that creditors 
and others having claims against the estate 
of Charies Stanley Kilsby, deceased, late 
of Lardeau, B.C., are hereby required to 
send them to Arthur Waite, executor of 
the will of the said deceased, addressed to 
the undersigned solicitors for the execu- 
tor, at 1, 373 Baker Street, Nelson, B.C., 
before the 30th day of January, 1966, 
after which date the executor will dis- 
tribute the said estate among the parties 
entitled thereto, having regard only to the 
claims whereof he then has notice. 


FERGUSON & FERGUSON, 
de23—12129 Solicitors. 


COMPANIES ACT 





Continental Acceptance Corporation Ltd. 
(in Voluntary Liquidation) 


TAKE NOTICE that, by special reso- 
lution passed on the 2nd day of Decem- 
ber, 1965, Continental Acceptance Cor- 
poration Ltd. (in voluntary liquidation) 
resolved to wind up voluntarily and that 
Donald E. Chan, chartered accountant, 
of 179 East Pender Street, Vancouver, 
B.C., has been appointed liquidator for 
the purpose of such winding-up. 


Dated at Vancouver, B.C., this 2nd day 
of December, 1965. 


DONALD E. CHAN, 


de30—3616 Liquidator. 





NOTICE TO CREDITORS 
AND OTHERS 





William Stanley Coons, Deceased 


TAKE NOTICE that, as executors duly 
appointed by the Court, of the estate of 
William Stanley Coons, deceased, late of 
Rolla, B.C., who died at 100 Mile House, 
B.C., on the 8th day of July, 1965, we 
require all creditors and others having 
claims against the said estate to send 
them to us, properly verified, at Suite 1, 
10302 Tenth Street, Dawson Creek, B.C., 
on or before the 10th day of February, 
1966, after which date we shall proceed 
to distribute the said estate, having regard 
only to those claims of which we shall 
then have notice. 

And further take notice that all per- 
sons indebted to the said estate are re- 
quired to pay their indebtedness to us 
forthwith. 


Dated at Dawson Creek, B.C., this 17th 
day of December, 1965. 


JOHN QUERIN, 
KENNETH BRADEN, 
Executors. 
McClellan & Lundeen, 
de23—3711 











Solicitors. | de23—3722 


COMPANIES ACT 
NOTICE IS HEREBY GIVEN that 
G. L. Kleaman Towing Ltd., incorporated 
on the 3lst day of December, 1957, 
changed its name on the 9th day of De- 
cember, 1965, to the name “ Lions Gate 
Tug & Barge Co. Ltd.” 


A, 7. HALL, 
Registrar of Companies. 


COMPANIES ACT 
NOTICE JS HEREBY GIVEN that 
Viteway Health Foods Ltd., incorporated 
on the 7th day of December, 1956, 
changed its name on the 15th day of 
December, 1965, to the name “ Viteway 
Bakery and Organic Foods Centre Ltd.” 


A, BH, HALL, 
Registrar of Companies. 


de23—5420 





de23—5420 


COMPANIES ACT 
NOTICE IS HEREBY GIVEN that 
John Macdougall (1953) Ltd., incorpo- 
rated on the 13th day of April, 1953, 
changed its name on the 15th day of 
December, 1965, to the name “Young & 


Naughty Ltd.” 
A, H, HALE, 
de23—5420 Registrar of Companies. 


COMPANIES ACT 


NOTICE is hereby given, pursuant to 
subsection (5) of section 213 of the Com- 
panies Act, that Magill Export Import 
Ltd. was, on the 23rd day of December, 
1965, struck off the register and dissolved. 


Dated this 23rd day of December, 1965. 


AG Ey setae, 


de23—5420 Registrar of Companies. 


NOTICE TO CREDITORS 
AND OTHERS 





Alexander Macaulay, Deceased 


CREDITORS and others having claims 
against the estate of Alexander Macaulay, 
deceased, are required to send full par- 
ticulars of such claims to the Montreal 
Trust Company, agent for the executrix, 
at 466 Howe Street, Vancouver 1, B.C., 
on or before the 27th day of January, 
1966, after which date the estate’s assets 
will be distributed, having regard only to 
claims that have been received. 


ISABEL MARION MACAULAY, 


Executrix. 
Butts, Henderson & Tynan, 
de23—12123 Solicitors. 





NOTICE TO CREDITORS 
AND OTHERS 





James Robert Joseph Prussia, Deceased 


CREDITORS and others having claims 
against the estate of James Robert Joseph 
Prussia, deceased, late of 1336 East 23rd 
Avenue, Vancouver, B.C., are hereby re- 
quired to send them, duly verified, to the 
Public Trustee, 635 Burrard Street, Van- 
couver 1, B.C., before the 21st day of 
January, 1966, after which date the assets 
of the said estate will be distributed, hay- 


ing regard only to claims that have been 
received. 


PUBLIC TRUSTEE. 
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Cert. No. 


MISCELLANEOUS 


COMPANIES ACT 


NOTICE is hereby given, pursuant to 
subsection (2) of section 213 of the 
Companies Act, that, unless cause is shown 
to the contrary, each of the undermen- 
tioned companies will, at the expiration 
of one month from the date of this notice, 
be struck off the register and will be dis- 
solved. 


Dated this 23rd day of December, 1965. 


Ayr. HALL, 
Registrar of Companies. 





Cert. No. 

36076 A. E. Tulk Electric Co. Ltd. 

21597 Academy Theatre Ltd. 

36479 Adrian Construction Co. Ltd. 

36082 Advance Exteriors Limited. 

36782 Advance Gas Installations Ltd. 

36434 Airflite Heating Co. Ltd. 

36389 Airline Service (Trail) Ltd. 

35802 Alpha Electric Co. Ltd. 

36609 Alton Millwork Supply Ltd. 

36409 Amaco Development Corporation 

Limited. 

32482 Arlington Investments Limited. 

32373 Armstrong Bowladrome Ltd., The. 

35888 Atlas Hotels Ltd. 

45080 Atlas Mining Company Ltd. (Non- 

Personal Liability). 

36526 B.C. Teachers Housing Co. Ltd. 

36188 B.C. Ventaire Products Ltd. 

36077 Becker Holdings Ltd. 

35931 Bedford Holdings Ltd. 

36325 Bellamy Excavating Ltd. 

35957 Ben Good Realty Ltd. 

36183 Brauson Logging Ltd. 

36365 British Columbia Oxygen Co. Ltd. 

35869 Bud Bye Ltd. 

28740 Bushby’s Import Ltd. 

36770 C. & B. Food Sales Ltd. 

35970 C. & W. Wall Construction Ltd. 

36476 Campbell River Fish Packers Ltd. 

36139 Cardiff Mining Company Ltd. 
(Non-Personal Liability), The. 

Cariboo Auto Metal & Radiator 
Ltd. 

Cariboo Forest Products Ltd. 

Century Electric (1956) Ltd. 

Chesterfield Salon Ltd. 

Chilanko Stores Ltd. 

Citation Mines Limited (Non-Per- 
sonal Liability). 

Cottonwood Court Ltd. 

Craftsman Homes Ltd. 

Crescent Beauty Salon Ltd. 

Cross & Grant Construction Co. 
Ltd. 

Dale Distributing (B.C.) Ltd. 

Davis Construction Co. Ltd. 

Diamond Island Sawmills Limited. 

Dru Electric & Gas Co. Ltd. 

Dubyna Steel Contractors Ltd. 

Dunbar Power & Gas Service Lim- 
ited. 

Eastman Bros. Logging Ltd. 

Ewart Agencies Ltd. 

Flynn Roofing & Insulation Ltd, 

Formaco Investors Limited. 

Foster Contracting Co. Ltd. 

Fraval Finance Ltd. 

G and L Lumber Construction Ltd. 

Garrick Dramatic School and 

Agency Ltd. 

Geo. W. Rosen Lumber Ltd. 

George Friend Limited. 

Glomay Contractors Ltd. 

Haney Finance Co. Limited. 

Heatrite Services Limited. 

Highway Enterprises Ltd. 

Holley Service Ltd. 

Hollis Lumber Ltd. 

Hollyburn Contracting Ltd. 


52543 


36346 
36189 
36736 
36420 
36297 


36317 
36379 
36554 
36599 


36469 
35728 
ep ke 
36315 
36488 
36670 


36435 
36767 
35899 
36131 
36092 
36129 
36107 
36402 


36283 
36010 
36237 
32378 
35994 
36008 
36528 
3521 
36788 





36606 


44802 
36122 
42996 
35867 
Soi 
36786 
36552 
36352 
35985 
36295 
35961 
35479 
36150 
36185 
36672 


36282 
35136 
35903 
35926 
36206 
36261 
36555 
36340 


9153 


36281 
36603 
36385 
36113 
35877 
35944 
36425 


36682 
37848 
36688 
21861 
35967 
36410 


36676 
33811 
35807 
36481 
36641 
36795 


35091 
36618 
36079 


36642 
36298 


36111 
36792 


36287 
19605 


36260 
36551 
36493 
36492 
36580 
35972 
35938 
36583 
36339 
36182 
36442 
36048 
36610 
36239 
10001 


36656 
36364 
36099 
36224 
35942 


Home Development Company 
Limited. 

Howdy! Burgers Ltd. 

Howe & Wilson Construction Ltd. 

Hugh Black Bulldozing Co. Ltd. 

Hycrest Investments Ltd. 

Imperial Builders Limited. 

Industrial Piping & Rentals Ltd. 

Inland Hotel Co. Ltd. 

Island Welders Ltd. 

J. & N. Apartments Ltd. 

J. & R. Logging Ltd. 

J.B. Construction Ltd. 

Jack Campbell Blasting Ltd. 

Jasper Wayne Investments, Ltd. 

Jensen & Pedersen Masonry Ltd. 

Jesmar Exploration & Develop- 
ment Co. Ltd. (Non-Personal 
Liability ). 

Jock Campbell Enterprises Ltd. 

John Logan Ltd. 

K.C. Amusements Ltd. 

Kanaka Creek Holdings Ltd. 

Kelowna Marine Holdings Ltd. 

Kelvin Securities Ltd. 

Kilpatrick Estates Ltd. 

King Solomon Mines Ltd. (Non- 
Personal Liability). 

sagt Canning Company, Lim- 
ited. 

L. & L. Mobile Logging Ltd. 

Lance Logging Ltd. 

Langara Construction Limited, 

Larsen Contracting Ltd, 

Layrite Floors Ltd. 

McClay Construction Co. Ltd. 

M - B Construction Company 
Ltd. 

Madeira Park Motel Ltd. 

Martens’ Sheet Metal Ltd. 

Masco Contracting Ltd. 

Merlin Motors Ltd. 


“Metropolitan Holdings Ltd. 


Midland Mining Corporation Ltd. 
(Non-Personal Liability). 

Mileos-Weber Realty Ltd. 

Mobile Contracting Ltd. 

National Distributors Ltd. 

National Outdoor Advertising Ltd. 

Norgate Investments Ltd. 

North American Developments 
Ltd. 

Northern Estate Advisers Ltd. 

North Island Rentals Ltd. 

bi de Pacific Fish Company Lim- 
ited, 

Nor-Wal Construction Ltd. 

Obeatro Mine Company Limited 
(Non-Personal Liability ). 

Olympic Provision Co. Ltd. 

O’Sullivan’s Cache Creek Service 
Ltd. 

Pacific Ytong Products Ltd. 

Parker’s Manufacturing Company 
Limited. 

Parks General Store Ltd. 

Parsnip River Sawmills Ltd. 

Pathfinder Publications Limited. 

Phelps Burners Ltd. 

Pioneer Shingle & Shake Ltd. 

Plummer Holdings Ltd. 

Power Excavating Ltd. 

Power-Vac Services Ltd. 

Premier Motors Ltd. 

R. L. Wilson Ltd. 

Raffel Logging Co. Ltd. 

Richmond Consultants Ltd. 

Riverview Service Ltd. 

Robinson Development Co. Ltd. 

Rothert Steel Company (Canada) 
Limited. 


Rush Transfer & Storage, Limited. 
S & M Lumber Co. Ltd. 

Safe Buy Homes Incorporated Ltd. 
Sechelt Logging Co. Ltd. 

Spes Explorations Limited. 


Cert. No. 
36564 Spitz & Maxwell Logging Co. Ltd. 
36411 Steve Papuc and Sons Ltd. 
36377 Steveston Motors Ltd. 
36673 Stone Candy Cane Co. Ltd. 
35445 Stuart J. Easson Ltd. 
36133 Telepatents Holding Co. Ltd. 
36531 Three Hundred Transfer & Storage 
Ltd. 
36012 Todd Investments Ltd. 
37845 Tosh Excavating Ltd. 
36520 Tudor Rose Imports Ltd. 
36517 Urbanski Holdings Ltd. 
8239 Uyenaka Export Company, Lim- 
ited. 
36724 V.I. Oil Refinery Ltd. 
24831 Vancouver Associated Contractors 
36455 
5335 


Ltd. 
Vancouver Medical Laboratory 
25873 
35950 


Ltd. 
(1910) Victoria Bed and Mattress 
Company, Limited. 
Visco Poultry Packing Limited. 
W. & M. Holdings Ltd. 
35823 Wash-Rite Car Service Ltd. 
36471 West Gas Ltd. 
35105 Westminster Automotive Limited. 
36272 Whiteway Trucking Company Ltd. 
36391 William §S. Gibson Construction 
Co. Ltd. 
42686 Windermere Development Ltd. 
36703 Windermere Ranch Limited. 
36635 Yarrow Electric Ltd. ja20—5466 


COMPANIES ACT 


NOTICE IS HEREBY GIVEN that 
Westwood Lumber Co. Ltd., incorporated 
on the 13th day of October, 1961, 
changed its name on the 8th day of De- 
cember, 1965, to the name “ Westwood 
Building Materials Limited.” 


AQ H. sEvAgEI 
de23—5420 Registrar of Companies. 


COMPANIES ACT 

NOTICE IS HEREBY GIVEN that 
Canadian Mobile Housing Ltd., incorpo- 
rated on the 8th day of October, 1965, 
changed its name on the 3rd day of De- 
cember, 1965, to the name “Fabco Man- 
ufacturing Ltd.” 

A. HH. EAI, 


de23—5420 Registrar of Companies. 


COMPANIES ACT 


NOTICE IS HEREBY GIVEN that 
Sansum Motors Ltd., incorporated on the 
28th day of December, 1956, changed its 
name on the 16th day of December, 1965, 
to the name “Bob Davidson Motors Ltd.” 


A. H. HALL, 
de23—5420 Registrar of Companies. 
NOTICE TO CREDITORS 

AND OTHERS 





David Wallace, Deceased 


CREDITORS and others having claims 
against the estate of David Wallace, de- 
ceased, late of 1395 West 14th Avenue, 
Vancouver, B.C., are hereby required to 
send them, duly verified, to the Public 
Trustee, 635 Burrard Street, Vancouver 1, 
B.C., before the 21st day of January, 
1966, after which date the assets of the said 
estate will be distributed, having regard 
only to claims that have been received. 


de23—3721 PUBLIC TRUSTEE. 
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MUNICIPAL ELECTIONS 





THE DISTRICT OF SURREY 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The District of Surrey:— 

Reeve—Roland John Harvey (two-year 
term). 

Councillors — James Walter Ardiel, 
James Arthur Dunster, Arthur Robert 
Flegal, Leonard Alec Shepherd, and Wil- 
liam Van der Zalm (two-year term). 

School Trustees—James Pate Dingwall 
and Anthony Hatcher (two-year term). 


Dated at Cloverdale, B.C., this 14th 
day of December, 1965. 





R. N. CHESTER, 


de23—3686 Returning Officer. 


THE CORPORATION OF THE DIS- 
TRICT OF SALMON ARM 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustee 
for The Corporation of the District of 
Salmon Arm:— 

Reeve—Conwell Blair Johnstone. 

Councillors — Martin Budziak, George 
William Lawes, and William Arthur 
Perry (two-year term); Albert Gus Lai- 
tinen (one-year term). 

School Trustee—George Herman Bor- 
stel (acclamation) (two-year term). 


Dated at Salmon Arm, B.C., this 15th 
day of December, 1965. 


D. JOHNSTON, 


de23—12073 Municipal Clerk. 


THE CORPORATION OF THE CITY 
OF KAMLOOPS 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustee 
for The Corporation of the City of Kam- 
loops:— 

Mayor—Peter Wing (two-year term). 

Aldermen— Gene Cavazzi, Gordon 
Hamilton Gamble, and Edmund Roy 
Hudson (two-year term); Garfield Joseph 
Emery (one-year term). 

School Trustee—David Ormond Sum- 
mers (two-year term). 


Dated at Kamloops, B.C., this 13th 
day of December, 1965. 


J, J. CEARK, 


de23—12063 Returning Officer. 





THE CORPORATION OF THE 
CITY OF TRAIL 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Mayor, Aldermen, and School Trustee 
for The Corporation of the City of 
Trail:— 

Mayor—Joseph Palyga (two-year term). 

Aldermen— Ugo Antonio DeBiasio, 
Louis Landucci, and David William 
Mawdsley (acclamation) (two-year term); 
George Walter Woods (one-year term). 

School Trustee — Edith Elaine Crowe 
(two-year term). 


Dated at Trail, B.C., this 17th day of 
December, 1965. 


L. G. ANDERSON, 
de23—3714 Returning Officer. 


THE CORPORATION OF THE DIS- 
TRICT OF SUMMERLAND 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustees 
for The Corporation of the District of 
Summerland :— 

Reeve—Norman Holmes (acclamation). 

Councillors — James Henry Schaeffer 
and Douglas Howard Hill. 

School Trustees—Robert John George 
Barkwill and Kenneth Lloyd Boothe (ac- 
clamation). 

Dated at Summerland, B.C., this 13th 
day of December, 1965. 


G. D. SMITH, 
Returning Officer. 





de23—3687 


THE CORPORATION OF THE 
TRICT OF COLDSTREAM 


NOTICE is hereby given that the fol- 
lowing persons have been duly elected as 
Reeve, Councillors, and School Trustee 
for The Corporation of the District of 
Coldstream :— 

Reeve—A. H. Pritchard (acclamation). 

Councillors — Margaret Gilchrist and 
Frank J. Watson (two-year term). 

School Trustee — Aubrey Reed (accla- 
mation). 


Dated at Vernon, B.C., this 15th day 
of December, 1965. 


J. F. TREHEARNE, 
de23—3705 Returning Officer. 


DIS- 


MUNICIPAL BY-LAWS 


THE CORPORATION OF THE 
DISTRICT OF SURREY 





By-law No. 2411 





A By-law to Acquire a Right-of-way by 
Expropriation for the Use of The 
Corporation of the District of Surrey 
in the Construction of the Newton 
Sewer. 


WHEREAS the Municipal Council is 
constructing sewer works to serve the 
Newton area of the Municipality: 


And whereas the Municipal Council 
deems it necessary to acquire a right-of- 
way for such sewer, pursuant to section 
531 of the Municipal Act, chapter 255, 
R.S.B.C. 1960, and amendments thereto: 


Now, therefore, the Municipal Council 
of The Corporation of the District of 
Surrey, in open meeting assembled, enacts 
as follows:— 


1. Pursuant to section 531 (4) and 
subject to Division Four (4) of Part XII 
of the Municipal Act, R.S.B.C. 1960, and 
amendments, the Municipal Council of 
The Corporation of the District of Surrey 
hereby is authorized to break up, take, 
and enter into possession of, use, and to 
expropriate a right-of-way in and to the 
hereinafter-described property for the 
purpose of constructing, maintaining, and 
altering a ten-inch (10”) sewer main for 
the disposing of sewage and (or) surface 
drainage, said property being described as 
that portion of Lot One (1) of the North- 
west Quarter (N.W. 14) of Section Six- 
teen (16), Township Two (2), Plan Nine 
thousand seven hundred and eight (9708), 
New Westminster District, shown as right- 
of-way and outlined red on plan hereto 
attached. 


2. The said right-of-way will be in the 
form of Schedule A attached to and form- 
ing part of this by-law. 

3. This by-law may be cited as “ New- 
ton Sewer Easement Expropriation By- 
law, 1965, No. 2411.” 

Passed by the Council on the 6th day 
of December, 1965. 

Reconsidered and finally adopted, 
signed by the Reeve and Clerk and sealed 
with the Corporate Seal on the 13th day 
of December, 1965. 

R. J. HARVEY, 


Reeve. 
R. N. CHESTER, 
Clerk. 
SCHEDULE A 
AN INDENTURE made this day of 


in the year of our Lord One Thousand 
Nine Hundred and Sixty- 
BETWEEN 

(hereinafter called the ‘ Grantor(s)’’) 
OF THE ONE PART 
AND 
THE CORPORATION OF THE DISTRICT 
OF SURREY 
(hereinafter called the ‘* Grantee ”’) 


OF THE OTHER PART 


WHEREAS the Grantor(s) is/are the owner(s) 
in fee of ‘ 

AND WHEREAS to facilitate the construc- 
tion, maintenance and alteration of any works 
for the purpose of disposing of sewage and/or 
surface drainage, the Grantor(s) has/have agreed 
to permit the construction maintenance and alter- 
ation of any works by the Grantee for the pur- 
pose of disposing of sewage and/or surface 
drainage on the said lands, and to grant for that 
purpose the Right of Way hereinafter mentioned; 

NOW THEREFORE THESE PRESENTS 
WITNESS that in consideration of the sum of 
One Dollar ($1.00) now paid by the Grantee to 
the Grantor(s) (the receipt whereof is hereby 
acknowledged) and for other valuable considera- 
tion, the Grantor(s) for himself/themselves, 
his/their heirs, executors, administrators and 
assigns, doth/do hereby give and grant unto the 
Grantee, its successors and assigns a Right of 
Way and the full, free and unrestricted right and 
liberty to construct, maintain, and alter any 
works for the purpose of disposing of sewage 
and/or surface drainage of such dimensions as 
the Grantee, its successors and assigns may, from 
time to time, deem necessary, in, over and upon: 

ALL AND SINGULAR that certain parcel or 
tract of land and premises situate, lying and 
being in the Municipality of Surrey, Province of 
British Columbia and being more particularly 
described as 

AND for the purposes aforesaid to enter upon 
and have full, free and uninterrupted access at 
all times to said lands, with or without work- 
men, horses, vehicles, and equipment; 

AND it is mutually understood and agreed by 
and between the parties hereto that this Inden- 
ture shall be construed into a covenant running 
with the land; 

TO HAVE AND TO HOLD unto the Grantee, 
its successors and assigns forever. 

IN WITNESS WHEREOF the Grantor(s) 
has/have hereunto set his/their hand(s) and 
seal(s) the day and year first above written, 


SIGNED, SEALED AND) 
DELIVERED 
by the above named 


in the presence of 


Occupation 





I oe Sout that the attached docu- 
ment 1s a true and correct copy of By-law 
No. 2411, as finally adopted by the Che 
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cil of The Corporation of the District of 
Surrey on the 13th day of December, 


1965. 
R. N. CHESTER, 
Municipal Clerk. 


Dated at Surrey this 15th day of De- 
cember, 1965. de23—3703 








HEALTH SERVICES AND 
HOSPITAL INSURANCE 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 13th day 
of December, 1965, the names described 
herein were changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Sohan Singh. 

Name changed to Sohan Singh Labh. 

Domiciled at 1208 Finlayson Street, 
Victoria, in the Province of British Co- 
lumbia. 

Name of wife: Jogindar Kour Singh 
changed to Jogindar Kour Labh. 

Names of children: Munjeet Kour 
changed to Munjeet Kour Labh, Tej Singh 
changed to Tej Singh Labh, and Harish 
Singh changed to Harish Singh Labh. 

Given under my hand at Victoria, B.C., 
this 13th day of December, 1965. 


J. . DOUGHTY, 


de23—5464 Director of Vital Statistics. 


HOSPITAL ACT 


HIS HONOUR the Lieutenant-Gover- 
nor in Council has been pleased to order 
that, pursuant to section 4 (2) of the Hos- 
pital Act, being chapter 178 of the Re- 
vised Statutes of British Columbia, 1960, 
Denis Hardie, 1045 William Road, Rich- 
mond, be appointed to represent the Pro- 
vincial Government on the Board of Trus- 
tees of Richmond Hospital Society for a 
term of two years from the date of this 


order. 
E. C. MARTIN, 
Minister of Health Services 
and Hospital Insurance. 
Department of Health Services and 
Hospital Insurance, 
Victoria, B.C., December 14, 1965. 
de23—5463 


HOSPITAL ACT 


HIS HONOUR the Lieutenant-Gover- 
nor in Council has been pleased to order 
that the two-year term of Douglas V. 
Drew as Provincial Government repre- 
sentative on the board of management of 
Queen Victoria Hospital, Revelstoke, 
which was authorized by Order in Coun- 
cil No. 3215, approved December 12, 
1963, expires on December 12, 1965; 
and to recommend that, pursuant to sec- 
tion 4 (2) of the Hospital Act, being chap- 
ter 178 of the Revised Statutes of British 
Columbia, 1960, Douglas V. Drew, Gov- 
ernment Agent, Revelstoke, be reap- 
pointed to represent the Provincial Goy- 
ernment on the board of management of 
Queen Victoria Hospital, Revelstoke, for 
a further term of two years, commencing 
December 12, 1965. 


E. C. MARTIN, 
Minister of Health Services 
and Hospital Insurance. 
Department of Health Services and 
Hospital Insurance, 
Victoria, B.C., December 14, 1965. 
de23—5463 


HEALTH SERVICES AND 
HOSPITAL INSURANCE 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the Change of 
Name Act, by me, Wilbert Ray Piercy 
(known as Wilbert Ray Chalmers), of 
Millard’s Creek (Box 465), Courtenay, 
in the Province of British Columbia, as 
follows:— 

To change my name from Wilbert Ray 
Piercy to Wilbert Ray Chalmers and my 
wife’s name from Anna Louise Piercy to 
Anna Louise Chalmers. 


Dated this 17th day of December, 1965. 


WILBERT RAY PIERCY. 
de23—12120 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 15th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia, as follows:— 

Name changed from Jonah Edwards 
(known as John Jonah Edwards). 

Name changed to John Jonah Edwards. 

Domiciled at 4144 Birtles Avenue, Vic- 
toria, in the Province of British Columbia. 


Given under my hand at Victoria, B.C., 
this 15th day of December, 1965. 


Jie BOUGIEEY. 


de23—5464 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 15th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia, as follows:— 

Name changed from Phyllis Lorraine 
Gabriel. 

Name changed to Tracey Phyllis Lor- 
raine Gabriel. 

Domiciled at 3281 West 32nd Avenue, 
Vancouver, in the Province of British 
Columbia. 

Given under my hand at Victoria, B.C., 
this 15th day of December, 1965. 


J. H. DOUGHTY, 


de23—5464 __ Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 13th day 
of December, 1965, the names described 
herein were changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from James Dale An- 
derson (Known as Johnson). 

Name changed to James Dale Johnson. 

Domiciled at 525—11th Avenue East, 
Prince Rupert, in the Province of British 
Columbia. 

Name of wife: Margaret Joan Ander- 
son changed to Margaret Joan Johnson. 

Name of child: Dale Andrew Ander- 
son changed to Dale Andrew Johnson. 


Given under my hand at Victoria, B.C., 
this 13th day of December, 1965. 


J. H. DOUGHTY, 
de23—5464 


Director of Vital Statistics. 


HEALTH SERVICES AND 
HOSPITAL INSURANCE 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 13th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Doris Muriel 
Allan. 

Name changed to Doris Muriel Doug- 
as. 

Domiciled at 3895 West 19th Avenue, 
Vancouver, in the Province of British 
Columbia. 

Given under my hand at Victoria, B.C., 
this 13th day of December, 1965. 


Joe DOUGEIRY, 
de23—5464 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 13th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as fol!ows:— 

Name changed from Walter Allan Ron- 
ald Davis. 

Name changed to Ronald Davis Carey. 

Domiciled at Box 291, Fort St. John, 
in the Province of British Columbia. 


Given under my hand at Victoria, B.C., 
this 13th day of December, 1965. 


Je HH DOUGEI ys 
Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 15th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Morris Ewanew. 

Name changed to Morris John Evaniew. 

Domiciled at 2195 Mannering Avenue, 
Vancouver, in the Province of British 
Columbia. 


Given under my hand at Victoria, B.C., 
this 15th day of December, 1965. 


J. BH, DOUGHTY, 
Director of Vital Statistics. 


de23—5464 


de23—5464 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 15th day 
of December, 1965, the names described 
herein were changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Johannes Bern- 
hard Bocklage (known as Bernard Buck- 
lage). 

, Name changed to John Bernard Buck- 
age. 

Domiciled at 12571—2Ist Avenue, 
oie in the Province of British Colum- 

ia. 

Name of wife: Olga Bocklage changed 
to Olga Bucklage. 

Name of child: Wayne Douglas Bock- 
Ha changed to Wayne Douglas Buck- 
age. 

Given under my hand at Victoria, B.C., 
this 15th day of December, 1965, 


J; H. DOUGHTY, 


de23—5464 Director of Vital Statistics. 


December 23, 1965 


HEALTH SERVICES AND 
HOSPITAL INSURANCE 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 15th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia, as follows:— 

Name changed from Wanda Sprague. 

Name changed to Joan Wanda Sprague. 

Domiciled at 1206 Fairfield Road, Vic- 
toria, in the Province of British Columbia. 

Given under my hand at Victoria, B.C., 
this 15th day of December, 1965. 


J. H. DOUGHTY, 
Director of Vital Statistics. 


de23—-5464 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 15th day 
of December, 1965, the names described 
herein were changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Antonio Noshkin. 

Name changed to Antonio Noskin. 

Domiciled at 3304 Worthington Drive, 
Vancouver, in the Province of British 
Columbia. 

Name of wife: Rose Noshkin changed 
to Rose Noskin. 

Name of child: Darlene Joy Noshkin 
changed to Darlene Joy Noskin. 


Given under my hand at Victoria, B.C., 
this 15th day of December, 1965. 


(Ee DOUGHTY, 


de23—-5464 Director of Vital Statistics. 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for changes of name, pur- 
suant to the provisions of the Change of 
Name Act, by me, Kenneth Edward Hul- 
ford, of Vancouver, in the Province of 
British Columbia, as follows:— 

To change my name from Kenneth Ed- 
ward Hulford to Kenneth Edward Bricker; 
my wife’s name from Stephanie Mar- 
guerite Hulford to Stephanie Marguerite 
Bricker; and my minor unmarried child’s 
name from Bradlay Douglas Hulford to 
Bradlay Douglas Bricker. 


Dated this 15th day of December, 1965. 


KENNETH EDWARD HULFORD. 
William C. McConnell, 


de23—12109 Solicitor. 





CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 16th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia, as follows:— 

Name changed from Dorothy Alma 
Stella Murphy. 

Name changed to Dorothy Alma Stella 
Murphy Rampur. ne 

Doneiled af 11 Bole Avenue, Chilli- 
wack, in the Province of British Colum- 
bia. 

Given under my hand at Victoria, B.C., 
this 16th day of December, 1965. 


J. H. DOUGHTY, | 
de23—-5464 Director of Vital Statistics. 
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HEALTH SERVICES AND 
HOSPITAL INSURANCE 


HEALTH SERVICES AND 
HOSPITAL INSURANCE 








CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 16th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Lawrence Edward 
Chew. 

Name changed to Lawrence Edward 
Savage. 

Domiciled at H.M.C.S. Discovery, Stan- 
ley Park, Vancouver, in the Province of 
British Columbia. 

Given under my hand at Victoria, B.C., 
this 16th day of December, 1965. 


i, b. DOUGHTY, 


de23—5464 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 16th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Sally Beverley 
Wiseman. 

Name changed to Shala Beverly Wise- 
man. 

Domiciled at 715 West 41st Avenue, 
Vancouver, in the Province of British 
Columbia. 


Given under my hand at Victoria, B.C., 
this 16th day of December, 1965. 


Leo DOW GETY. 


de23—5464 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 16th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Jacobus Ferdi- 
nand Op de Coul. 

Name changed to Jacobus Ferdinand 
Ondecoul. 

Domiciled at Lower Townsite Road, 
Honeymoon Bay, in the Province of Brit- 
ish Columbia. 


Given under my hand at Victoria, B.C., 
this 16th day of December, 1965. 


Jab DOUGHTY, 


de23—5464 Director of Vital Statistics. 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 17th day 
of December, 1965, the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Barbara Ann 
Coombs. 

Name changed to Barbara Ann Johns- 
ton. 

Domiciled at 4666 West Saanich Road, 
R.R. 3, Victoria, in the Province of Brit- 
ish Columbia. 


Given under my hand at Victoria, B.C., 
this 17th day of December, 1965. 


J. H. DOUGHTY, 


de23—5464 Director of Vital Statistics. 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the Change of 
Name Act, by me, Claude Johnson, of 
6419 Sooke Road, Sooke, in the Province 
of British Columbia, as follows:— 

To change my name from Claude 
Johnson to Claude Dilley. 


Dated this 16th day of December, 1965. 
de23—12126 C. JOHNSON. 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the Change of 
Name Act, by me, Sheridan Tishri Bern- 
hardt, of 601 West 13th Avenue, Van- 
couver, in the Province of British Colum- 
bia, as follows:— 

To change my name from Sheridan 
Tishri Bernhardt to Colin Bernhardt. 


Dated this 14th day of December, 1965. 


SHERIDAN TISHRI BERNHARDT. 
de23—12039 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the Change of 
Name Act, by me, Walter Roy Irwin, of 
1017 Kelowna Street, Vancouver, in the 
Province of British Columbia, as fol- 
lows:— 

To change my name from Walter Roy 
Irwin to Walter Roy Gervan. 


Dated this 15th day of December, 1965. 
de23—12084 W. R. IRWIN. 





NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the Change of 
Name Act, by me, Wasyl Senkow (also 
known as William John Sankey), of 4957 
Rumble Street, South Burnaby, in the 
Province of British Columbia, as fol- 
lows :— 

To change my name from Wasyl Sen- 
kow to William John Sankey. 


Dated this 14th day of December, 1965. 
de23—12075 W. SENKOW. 


NOTICE OF APPLICATION FOR 
CHANGE OF NAME 


NOTICE is hereby given that an appli- 
cation will be made to the Director of 
Vital Statistics for a change of name, pur- 
suant to the provisions of the Change of 
Name Act, by me, Eileen Muriel Frey, of 
3635 Lozells Avenue, Burnaby, in the 
Province of British Columbia, as fol- 
lows :— 

To change my name from Eileen 
Muriel Frey to Eileen Muriel Kapty. 


Dated this 10th day of December, 1965. 


EILEEN MURIEL FR 
de23—12036 a 
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HEALTH SERVICES AND 
HOSPITAL INSURANCE 


CERTIFICATE OF CHANGE 
OF NAME 


THIS is to certify that on the 16th day 
of December, 1965. the name described 
herein was changed in accordance with 
the provisions of the Change of Name 
Act of British Columbia as follows:— 

Name changed from Betty Mae Joseph. 

Name changed to Betty Mae Joseph 
Arnouse. 

Domiciled at Kamloops, in the Prov- 
ince of British Columbia. 


Given under my hand at Victoria, B.C., 
this 16th day of December, 1965. 


iH. DOUGHTY, 


de23—5464 Director of Vital Statistics. 


LANDS, FORESTS, AND 
WATER RESOURCES 


KOOTENAY DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Fernie :— 


Lot 16354. — Dan Onuferchuck, Home- 
site Lease. 

Lot 16381.— Robert A. Horie, Applica- 
tion to Purchase, dated April 14, 
1964. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 


PEACE RIVER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Fort St. John:— 


E. % of N.W. % and N.E. %4 Sec. 26, 
W. % of S.E.% and S.W. %4 Sec. 27, 
S.B. 7% ‘Sec. 28, Tp, 87, R. 25, W. of 
6th M.—Jack Blair, Application to 
Lease, dated March 19, 1962. 
Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General., 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6é—5450 


LANDS, FORESTS, AND 
WATER RESOURCES 


COWICHAN DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
bove-named district, has been surveyed, 
and that a plan of the same can be seen 
it the Department of Lands, Forests, 
and Water Resources, Victoria: — 
Lot 516.—Fred W. Hagner, Application 
to Lease, dated April 14, 1964. 
Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General, 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 


NANAIMO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Nanaimo :— 

Lot 356.—Anglo-Canadian Timber Prod- 
ucts Ltd., Application to Lease. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 


CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Williams Lake:— 

Bk. B, Lot 12388.—J. Marsland, Applica- 

tion to Lease, dated July 31, 1964. 

Lot 12394.—Western Plywood Co. Ltd., 
Cariboo Division, Application to 
Lease, dated June 24, 1963. 
12400.—Weldwood of Canada Ltd., 
Cariboo Division, Application to 
Lease, dated April 29, 1965. 
12411.— Gerhard P. Geske, Home- 
site Lease. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 


Lot 


Lot 


LANDS, FORESTS, AND 
WATER RESOURCES 


KOOTENAY DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
bove-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Nelson: — 


Lot 16401.—B.C. Government. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 


NEW WESTMINSTER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Vancouver:— 


Lot 7156, Gp. 1.—H. N. Macdonald, Ap- 
plication to Purchase, dated March 
25, 1964. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6b—5450 


CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Prince George: — 


Lot 12455.—Pacific Great Eastern Rail- 
way Co. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 
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LANDS, FORESTS, AND 
WATER RESOURCES 


NEW WESTMINSTER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Vancouver:— 


Lot 7149, Gp. 1.—Allan Laakso and Yrjo 





Laakso, Application to Lease, dated 
May 1, 1964. 

Bks. A to Q, Lot 7179, Gp. 1.—B.C. Gov- 
ernment. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 


of this notice. 
A. H. RALFS, 
Acting Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 9, 1965. 
de30—5435 


CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Quesnel :— 

Lot 12343.—E. J. Cryderman, Applica- 
tion to Lease. 

Lots 12378, 12379.—Lizzie C. Paley, 
executrix to the estate of Alexander 
W. Paley (deceased), Applications to 
Purchase, dated July 31, 1962. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the M:nister of Lands, Forests, and Water 
Resources within 30 days from the date 


of this notice. 
Ae We RAGES; 
Acting Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 9, 1965. 
de30—5435 


LILLOOET DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Clinton: — 
Bk. A, Lot 8501.—Steve Kilby, Applica- 
tion to Lease, dated September, 1964. 

Bk. B, Lot 8501.—Elizabeth Hanson, Ap- 
plication to Lease, dated May 20, 
1964. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 


f thi tice. 
ae AGL RALES, 
Acting Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 


Z A ; ber 9, 1965. 
Victoria, B.C., Decem de30-—5435 





LANDS, FORESTS, AND 
WATER RESOURCES 


YALE DIVISION OF YALE 
DISTRICT 
NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 





at the Department of Lands, Forests, ! 


and Water Resources, Victoria, and at 


the office of the Government Agent, 
New Westminster: — 
Lot 1831.—Prettys’ Ltd., Application to 





Lease, dated March 11, 1963. 
Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


OSOYOOS DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Vernon:— 


Lot 5143.—Corporation of the City of 
Vernon, Application to Purchase, 
dated May, 1964. 

Persons considering their rights 2dverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


CLAYOQUOT DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Alberni:— 


Lot 2104.—MacMillan, Bloedel & Powell 
River Industries (Alberni) Ltd., Ap- 
plication to Lease, dated April 14, 
1964. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 





LANDS, FORESTS, AND 
WATER RESOURCES 


RANGE 2, COAST DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Williams Lake: — 

Lot 1669.—Erwin Bergmann, Application 
to Lease, dated August 12, 1962. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


RANGE 5, COAST DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract ot land, situated in the 
.bove-named district, has been surveyed, 
and that a plan of the same can be seen 
t the Department of Lands, Forests, 
nd Water Resources, Victoria, and at 
the office of the Government Agent, 
Prince Rupert:— 


Lot 5249.—B.C. Government. 


Persons considering their rights adverse- 
y aitected by the above survey must tur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
ja6—5419 


CARIBOO DiSTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
ubove-named district, have beea surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Williams Lake: — 

Lot 12076.—Frederick E. Shaw, Applica- 
tion to Lease. 

Lot 12377.—Arthur George Downs, Ap- 
plication to Lease, dated September 
q, 1962. 

Lot 12423.—Daniel J. Briscoe, Applica- 
tion to Lease, dated September 26, 
1963. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 


Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 


de23—5419 
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LANDS, FORESTS, AND 
WATER RESOURCES 


KAMLOOPS DIVISION OF YALE 
DISTRICT 


NCTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Kamloops :— 

Lot 5964.—Trautman-Garraway Ltd.. 
Application to Lease, dated Febr 
ary, 1963. 

Lot 5977.—R. A. Eyton, Application to 
Lease, dated December 27, 1965. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


NEW WESTMINSTER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lazds_ Forests, 
and Water Resources, Victor 14, and at 
the office of the Government Agent, 
Vancouver:— 

Lot 7165, Gp. 1.—Wladysiz.w Zebrowski, 
Application to Lease. 

Lot 7175, Gp. 1.---Silver Sands Resort, 
Application to Lease, dated April 2, 
1964. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


RANGE 1, COAST DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Vancouver :— 

Lot 1731.—Beban Logging Co. Ltd., Ap- 
plication to Lease, dated July 4, 1964. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 

G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 

Victoria, B.C., December 2, 1965 

de23—-5419 





LANDS, FORESTS, AND 
WATER RESOURCES 


COWICHAN DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveved 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, afd ai 
the office of the Government Agent 
Nanaimo:— 


Lot 499.—F. Bryson Smith, Application 
to Lease, dated Octobe: 25, 1963. 

Lot 507.—James Joyce and Donald Pal- 
merly, Application to Lease, datec 
June 8, 1963 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-Gencral. 
Department of Lands, Forests, 
and Water Resvurces, 
Victoria, B.C., -.ecember 2, 1965. 
de23—5419 





SIMILKAMEEN DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Penticton: — 


Lot 4101 (S.).—B.C. Government. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


CASSIAR DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Burns Lake: — 

Lot 6910.—Omineca Lumber Co. (‘td., 
Application to Lease, dated October 
18, 1963. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS. 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


LANDS, FORESTS, AND 
WATER RESOURCES 


KOOTENAY DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
.t the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Kaslo:— 


lot 16386.—British Columbia Telephone 
Go} 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 


YALE DIVISION OF YALE DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
New Westminster :— 

Lot 1830.—Prettys’ Timber Co. Ltd., Ap- 
plication to Purchase, dated February 
18, 1960. 

Persons considering their rights adverse- 
ly afiected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 


of this notice. 
A. H. RALFS, 
Acting Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 9, 1965. 
de30—5435 


PEACE RIVER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Fort St. John:— 

Lot 2747.—Dennis W. Callison, Applica- 
tion to Purchase, dated June 7, 1961. 

Secs. 9 and 10, Tp. 84, R. 23, W. of 6th 
M.—Tompkins Farms Ltd., Applica- 
tion to Lease, dated March 28, 1962. 

W. % Sec. 23, S, % Sec. 26, Tp. 88, R. 
24, W. of 6th M.—Andrew W. Mc- 
Gowan, Application to Lease, dated 
October 30, 1963. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 
de23—5419 
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LANDS, FORESTS, AND 
WATER RESOURCES 


TIMBER SALE X96355 


THERE will be offered for sale at pub- 
lic auction, at 11 a.m. on Friday, January 
7, 1966, in the office of the Forest Ranger, 
Fort St. John, B.C., the Licence X96355, 
to cut 139,000 cubic feet of spruce, lodge- 
pole pine, and balsam on a portion of the 
South-east Quarter of Section 30, Town- 
ship 85, Range 17, west of the 6th merid- 
ian, approximately 7 miles north of Cecil 
Lake, Peace River Land District. 

Three years will be allowed for removal 
of timber. 


Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 


Further particulars may be obtained 
from the District Forester, 1600 Third 
Avenue, Prince George, B.C., or the For- 
est Ranger, Fort St. John, B.C. 

de23—5454 








TIMBER SALE X96659 


THERE will be offered for sale at pub- 
lic auction, at 10 a.m. on Monday, Janu- 
ary 10, 1966, in the office of the District 
Forester, Vancouver, B.C., the Licence 
X96659, to cut 132,000 cubic feet of fir, 
hemlock, and cedar on an area situated 
east of Plumper Bay, Quadra Island, Say- 
ward Land District. 

Two years will be allowed for removal 
of timber. 

Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, 631 Marine 
Building, Vancouver 1, B.C., or the For- 
est Ranger, R.R. 1, Campbell River, B.C. 

de23—5454 





TIMBER TALE X96265 


THERE will be offered for sale at pub- 
lic auction, at 10 a.m. on Monday, Jan- 
uary 3, 1966, in the office of the District 
Forester, Vancouver, B.C., the Licence 
X96265, to cut 149,000 cubic feet of 
cedar, hemlock, and fir on an area situ- 
ated on the east bank of Chehalis River, 
south-west of Mt. Keenan, New Westmin- 
ster Land District. 

Two years will be allowed for removal 
of timber. 


Provided anyone who is unable to 
attend the auction in person may submit 
a sealed tender, to be opened at the hour 
of auction and treated as one bid. 

Further particulars may be obtained 
from the District Forester, 631 Marine 
Building, Vancouver 1, B.C., or the For- 
est Ranger, P.O. Box 69, Harrison Hot 
Springs, B.C. de23—5454 


TIMBER SALE X96293 


SEALED TENDERS will be received 
by the District Forester at Vancouver, 
B.C., not later than 11 a.m. on the 3rd 
day of January, 1966, for the purchase of 
Licence X96293, to cut 167,000 cubic 
feet of balsam, hemlock, and cypress on 
an area situated east of Garnet Creek, 
Fraser River, Yale Land District. 

Two years will be allowed for removal 
of timber. 

As this area is wthin the Dewdney Pub- 
lic Sustained-yield Unit, which 1s fully 
committed, this sale will be awarded under 


8 


the provisions of section 17 (la) of the 
Forest Act, which gives the timber-sale 
applicant certain privileges. 

_ Further particulars may be obtained 
from the District Forester, 631 Marine 
Building, Vancouver 1, B.C., or the For- 
est Ranger, P.O. Box 69, Harrison Hot 
Springs, B.C. de23—5454 





TIMBER SALE X95490 
SEALED TENDERS will be received 
by the District Forester at Kamloops, 
B.C., not later than 11 a.m. on the 18th 
day of February, 1966, for the purchase 
of Licence X95490, to cut 3,090,000 cubic 
feet of spruce, balsam, fir, white pine, and 
other species on an area situated on 
Upper Tsikwustum Creek, Kamloops 
Division of Yale Land District. 
Ten years will be allowed for removal 
of timber. 


As this area is within the Adams Pub- 
lic Sustained-yield Unit (Block I), which 
is fully committed, this sale will be 
awarded under the provisions of section 
17 (la) of the Forest Act, which gives 
the timber-sale applicant certain privi- 
leges. 

Further particulars may be obtained 
from the Forest Ranger, Chase, B.C.; 
from the District Forester, Kamloops, 
B.C.; or from the Deputy Minister of 
Forests, Victoria, B.C. de23—5454 


TIMBER SALE X82213 


SEALED TENDERS will be received 
by the District Forester at Nelson, B.C., 
not later than 11 a.m. on the 28th day 
of January, 1966, for the purchase of 
Licence X82213, to cut 1,573,000 cubic 
feet of cedar, larch, fir, spruce, balsam, 
lodgepole pine, hemlock, white pine, and 
other species on an area situated in the 
vicinity of O’Farrell Creek at Interna- 
tional Boundary, Similkameen Division 
of Yale Land District. 

Ten years will be allowed for removal 
of timber. 

As this area is within the Granby Pub- 
lic Sustained-yield Unit, which is fully 
committed, this sale will be awarded under 
the provisions of section 17 (1a) of the 
Forest Act, which gives the timber-sale 
applicant certain privileges. 

Further particulars may be obtained 
from the Forest Ranger, Grand Forks, 
B.C.; from the District Forester, Nelson, 
B.C.; or from the Deputy Minister of 
Forests, Victoria, B.C. de23—5454 


TIMBER SALE X92245 


SEALED TENDERS will be received 
by the District Forester at Kamloops, 
B.C., not later than 11 a.m. on the 28th 
day of January, 1966, for the purchase of 
Licence X92245, to cut 1,610,000 cubic 
feet of fir, spruce, cedar, balsam, lodge- 
pole pine, hemlock, and other species on 
an area situated between Polly and Ques- 
nel Lakes, near Likely, Cariboo Land 
District. 

Ten years will be allowed for removal 
of timber. 

As this area is within the Quesnel Lake 
Public Sustained-yield Unit, which is fully 
committed, this sale will be awarded under 
the provisions of section 17 (la) of the 
Forest Act, which gives the timber-sale 
applicant certain privileges. 

Further particulars may be obtained 
from the Forest Ranger, Horsefly, B.C.; 
from the District Forester, Kamloops, 
B.C.; or from the Deputy Minister of 
Forests, Victoria, B.C. de23—5454 


LANDS, FORESTS, AND 
WATER RESOURCES 


TIMBER SALE X91814 


SEALED TENDERS will be received 
by the District Forester at Nelson, BC; 
not later than 11 a.m. on the 21st day of 
February, 1966, for the purchase of Li- 
cence X91814, to cut 4,579,000 cubic 
feet of balsam, spruce, hemlock, white 
pine, fir, lodgepole pine, cedar, larch, and 
other species on an area situated on Cru- 
sader Creek, 1 mile north of Lemon 
Creek, Kootenay Land District. 

Four years will be allowed for removal 
of timber. 

As this area is within the Slocan Pub- 
lic Sustained-yield Unit, which is fully 
committed, this sale will be awarded under 
the provisions of section 17 (1a) of the 
Forest Act, which gives the timber-sale 
applicant certain privileges. 

Further particulars may be obtained 
from the Forest Ranger, Slocan City, 
B.C.; from the District Forester, Nelson, 
B.C.; or from the Deputy Minister of 
Forests, Victoria, B.C. de23—5454 








TIMBER SALE X95655 


SEALED TENDERS will be received 
by the District Forester at Nelson, B.C., 
not later than 11 a.m. on the 31st day of 
January, 1966, for the purchase of Li- 
cence X95655, to cut 2,068,000 cubic feet 
of spruce, lodgepole pine, balsam, and 
other species on an area situated on head- 
waters of Wilkinson Creek, 14 miles 
north-east of Penticton, Similkameen 
Division of Yale Land District. 

Ten years will be allowed for removal 
of timber. 

As this area is within the Kettle Pub- 
lic Sustained-yield Unit, which is fully 
committed, this sale will be awarded under 
the provisions of section 17 (la) of the 
Forest Act, which gives the timber-sale 
applicant certain privileges. 

Further particulars may be obtained 
from the Forest Ranger, Beaverdell, B.C.; 
from the District Forester, Nelson, B.C.; 
or from the Deputy Minister of Forests, 
Victoria, B.C. de23—5454 


RANGE 3, COAST DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Williams Lake :— 

Bk. A, Lot 1824——L. R. Doorman, Ap- 
plication to Lease, dated September 
10, 1963. 

Bk. B, Lot 1824—_J. A. Wolterson, Ap- 
plication to Lease, dated September 
6, 1963. 

Bk. C, Lot 1824.—M. J. Mees, Applica- 
ee to Lease, dated September 6, 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 


ja6—5450 
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LANDS, FORESTS, AND 
WATER RESOURCES 


CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Williams Lake:— 


Lot 12406.—Robert C. Fish, Application 

to Lease, dated August 14, 1963. 
Lot 12426.—E. J. Reese, Application to 

Lease, dated October 10, 1963. 

Persons considering their rights adverse- 

ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
ja13—5467 


RANGE 2, COAST DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Williams Lake:— 


Lot 1679.—The Official Trustee of School 
District No. 82 (Chilcotin). 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal13—5467 


NEW WESTMINSTER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Vancouver:— 


Lots 7161, 7162, 7163, 7164, Gp. 1.— 
B.C. Government. 

Lot 7182, Gp. 1.— Wicks Boat Works, 
Application to Lease. 

Lot 7184, Gp. 1.—B.C. Government. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal3—5467 


LANDS, FORESTS, AND 
WATER RESOURCES 


SKEENA ELECTORAL DISTRICT 





Addendum to Gazette Notice Establish- 
ing a Forest Road in Lots 3005F, 
2269, 2270, 3016F, Bks. A and B of 
3016, 3484a, 3484, 2282, 3015F, 881, 
2276s) S0L7. SONIE yy Elz Oe SUS, 
3020F, 427, 694, 693, 687, 688, 684, 
682, and 681, Cassiar District. 


NOTICE is given, pursuant to section 
147 of the Forest Act, chapter 153, 
R.S.B.C. 1960, that the right-of-way estab- 
usned by Gazette notice dated June 4, 
1962, and appearing in The British Co- 
lumbia Gazette of June 7, 1962, is 
amended to include the area within Lot 
3015, Cassiar District. 


RAY WILLISTON, 
Minister of Lands, Forests, and 
Water Resources. 
British Columbia Forest Service, 
Parliament Buildings, 
Victoria, B.C., December 21, 1965. 
F.S. File 0224269. de23—5462 


LILLOOET DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Clinton:— 

Lot 8504. — Charles Fenton, Application 
to Purchase, dated May 4, 1962. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal3—5467 


PEACE RIVER DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Fort St. John:— 


Fr. Sec. 31, Tp. 88, R. 21, W. of 6th M.— 
Robert Lees, Application to Lease, 
Dated December 4, 1963. 

Bk. A, Sec, 29, and Fr. Sec. 32, Tp. 88, 
R. 21, W. of 6th M.—Alana Marie 
Chelle, Application to Lease, dated 
December 9, 1963. 

Bk. A, Sec. 28, and Fr. Sec. 33, Tp. 85, 
R. 21, W. of 6th M.—Wilfred Julius 
Chelle, Application to Lease, dated 
December 3, 1963. 

N. % Sec. 17, and E. % Sec. 18, Tp. 85, 
R. 15, W. of 6th M.—J. D. Stewart, 
Application to Purchase, dated Sep- 
tember 24, 1963. 

W. 1% Sec. 18, and E. % Sec. 13, Tp. 85, 
R. 16, W. of 6th M.—J. D. Stewart, 
Application to Lease, dated Septem- 
ber 24, 1963. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 


the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal3—5467 


KOOTENAY DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Nelson:— 


Lot 16402.—B.C. Government. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal3—5467 


SAYWARD DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Nanaimo:— 

Lot 1598.—James Deloss Murphy, Appli- 
et to Lease, dated November 25, 
1963. 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal3—5467 


NANAIMO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Nanaimo:— 

Lot 353.—W. E. Fleming, Application to 
Lease, dated April 25, 1964. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. 8S. ANDREWS, 
Surveyor-General, 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal3—5467 
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LANDS, FORESTS, AND 
WATER RESOURCES 


CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Prince George: — 





Lot 12404.— Department of Transport 
(Canada). 


Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 23, 1965. 
jal3—5467 





KAMLOOPS DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Kamloops:— 

Lot 6001.— T. Rudlang, Application to 
Lease, dated April 5, 1965. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 


Victoria, B.C., December 23, 1965. 
jal3—5467 





CARIBOO DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Williams Lake:— 


Lot 12362.—E. J. Patenaude, Application 
to Lease, dated April 25, 1963. 

Lot 12399.—Weldwood of Canada Ltd., 
Cariboo Division, Application to 
Lease, dated July 7, 1964. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 

A. H. RALFS, 
Acting Surveyor-General. 


Department of Lands, Forests, 
and Water Resources, 


ictoria, B.C., December 9, 1965. 
Victoria, B.C., Dece 4305435 


LANDS, FORESTS, AND 
WATER RESOURCES 





PEACE RIVER DISTRICT 

NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
‘bove-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Pouce Coupe:— 


Lot 2164.—William Macpherson Warner, 
Application to Purchase, dated Sep- 
tember 30, 1963. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 


KOOTENAY DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Revelstoke :— 


Lots 16395, 16398.—Okanagan Telephone 
O. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 


G. S. ANDREWS, 
Surveyor-General., 


Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 16, 1965. 
ja6—5450 


KAMLOOPS DIVISION OF YALE 
DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Kamloops:— 


Lot 5963.—Federated Co-operatives Ltd., 
Application to Lease, dated July 13, 
1964. 

Lot 5971.—Federated Co-operatives Ltd., 
Application to Purchase. 


Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 

A. H. RALFS, 
Acting Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 

Victoria, B.C., December 9, 1965. 

de30—5435 


LANDS, FORESTS, AND 
WATER RESOURCES 


NOTICE OF RESERVE 


NOTICE is hereby given that, pursuant 
to Order in Council No. 3196, approved 
November 18, 1965, Lot 513, Cowichan 
District, is reserved and set apart for the 
use of the Department of Public Works, 
Canada, as the site for a public float for 
so long as required for such purpose, sub- 
ject, however, to the right of Her Majesty 
the Queen in right of the Province of 
British Columbia, at her discretion, to the 
free and uninterrupted use of the prem- 
ises and structures thereon at all times. 


E. W. BASSETT, 
Deputy Minister of Lands. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 3, 1965. 
File 0260944. de9—5434 


CASSIAR DISTRICT 


NOTICE is hereby given that the under- 
mentioned tract of land, situated in the 
above-named district, has been surveyed, 
and that a plan of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Fort St. John:— 

Lot 6908.—Cassiar Asbestos Corporation 
Ltd., Application to Purchase, dated 
August 14, 1963. 

Persons considering their rights adverse- 
ly affected by the above survey must fur- 
nish a statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 


of this notice. 
A. H. RALFS, 
Acting Surveyor-General. 
Department of Lands, Forests, 
and Water Resources, 
Victoria, B.C., December 9, 1965. 
de30—5435 


LILLOOET DISTRICT 


NOTICE is hereby given that the under- 
mentioned tracts of land, situated in the 
above-named district, have been surveyed, 
and that plans of the same can be seen 
at the Department of Lands, Forests, 
and Water Resources, Victoria, and at 
the office of the Government Agent, 
Clinton:— 

Lot 8469.—Charles A. Dougherty, Appli- 
cation to Purchase, dated September 
14, 1962. 

Lot 8498.—Cyril White, Application to 
Purchase, dated July 16, 1964. 

Lot 8509.—James P. Jones, Application 
to Lease, dated October 15, 1963. 

Bks. A and B, Lot 8516.—Boy Scouts of 
Canada, Vancouver (Coast Region), 
Applications to Lease. 

Lot 8518.—Lou Kurvers, Application to 
Lease, dated November 16. 1964. 

Lot 8527.—W. J. Petreny, Application to 
Lease, dated June 3, 1964. 

Persons considering their rights adverse- 
ly affected by the above surveys must fur- 
nish a Statement of their contention to 
the Minister of Lands, Forests, and Water 
Resources within 30 days from the date 
of this notice. 








G. S. ANDREWS, 
Surveyor-General. 
Department of Lands, F orests, 
and Water Resources, 
Victoria, B.C., December 2, 1965. 


de23—5419 
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Steinbichler, Josef, et al. 

Westcoast Transmission Company Limited 
Woods, Gordon Charles 


Municipal By-laws 
Surrey District, By-law No. 2411 000. 


Certificates of Incorporation 
Abree Builders Ltd. cen 
Advance Fertilizer and Chemical Ltd. - 
Allison & Desrosiers Ltd. pas 
An-Li Importers & Exporters Co. Ltd. 
Bio Metals Corporation Ltd. (Non- Per- 

sonal Liability) abe 

Bremner Logging Limited _ Rencneins 
Briardayle Farms Limited — 
Broadway & Burrard Service Ltd. 
Burrows Service Ltd. sheet 
C and T Holdings Limited. 
C J.M,. Construction Ltd. 
Cam Oil Ltd. 
Cambridge Carpet Cleaners Ltd. 
Canadian Dance Studios Ltd. 
Capilano Storage Ltd. icelenadlanaiiicaielatd 
Chetwynd Ambulance Society 
Cliff Halverson Ltd. 
Clive Johnson Plumbing & Heating. Ltd... 





2870 
2870 


2912 
2912 
2912 
2912 


2868 


- 2868 


2867 


1867 
2867 


-. 2862 


2862 
2865 


E2805 
ae LEGS 
- 2865 


2865 


. 2865 


2861 
2861 
2861 
2861 
2861 


2905 


2882 
. 2889 
. 2895 
2883 


2884 


. 2874 


2873 
2875 


.. 2876 


2888 


_. 2872 
_. 2884 
_ 2876 


2878 
2878 
2892 
2896 
2877 





Certificates of Incorporation Page 
Commonwealth Financial iar 
Lid: : . 2888 
Coombs ‘Volunteer ‘Fire Department . _— 2891 
Copac Holdings Ltd. me Ae ee 7A} 7, 
Curley’s Safety Service. Ltd. - _ 2887 
Draffin Enterprises Ltd... = 2ST 
Eagle Toys Ltd... = eee _. 2885 
Enderby Sportsman Hotel Ltd... 2874 


F. W. Dodge Corporation Ltd... 2895 





Fanpal Investments Ltd. =. ‘2875 
Far-West Petroleums Ltd. —.___ _ 2882 
Ferex Mining Limited (N. he 5) yee 2892 


Ist & Commercial One-Hour Cleaners 


Ltd. _ 2892 
G. H. Anderson & Sons ‘Construction Ltd. 2871 
Gelmer Enterprises Utd. se 2880 


2891 





Glen Eden Community Association 


Golflands Driving Range Ltd. 2873 
Gordon Spratt & Associates Ltd... 2877 
Great Slave Mines Ltd. (N.P.L.) _______ 2883 
H. Dueck & Son’s Construction Ltd... 2890 
Haida Resources Ltd. —___. — 2871 
Hansen-White Contracting Ltd. be 2893 
Henry A. Conroy Excavating Ltd. 2885 


= 2875 
—. 2883 
-. 2876 
2896 
2875 


Hobbytowne Stores Ltd. — 

Horner Developments Ltd. — 
Industrial Urethane Ltd. — 
International Specialties Limited - SS 
J. K. English & Sons Ltd. - See 
Jon Holdings Ltd. .... 2889 
K. Eide Logging Ltd. __ ..-- 2889 
Kelly Painting Ltd. _.. 2883 
Kitsilano! Projects: Witds s,s ee 2877 
Kov Holdings Ltd. - 2878 
L. G. White & Associates Ltd. 
Laurie Designs International Ltd. 
Loewen Drugs Ltd. 








_.. 2885 
_.. 2886 
-. 2895 








Inaaron. Metals: Lid, ee 2895 
utitbew: Molaing. Cote eee 2873 
M. B. Furniture & Fixtures Mfg. Ltd. 2874 
Magnus Developments Limited 2893 
Mercer Construction Ltd... _-. 2882 
Mexrell Gontractors std) 2877 
Molex Mining Limited (N.P.L.) — 2895 
Motels of Tomorrow Construction Ltd... 2889 
Nanaimo Tire Sales Ltd) 2881 
Ninore Investments Ltd. 2876 


North Vancouver Centennial Committee 2896 
Oil Heating Association of British Co- 

lumbia = 2890 
Ove Witt’s Health ‘Centre Ltd. _. 2878 
Pacific Assemblies Company Limited 2884 
Paragon’ Finance, Lid. eee 2892 
Pawco Investments Ltd. — ._ 2881 
Beace: Enterpnizes) btdye 2 _. 2881 
Peninsula Building Supply Ltd. .. 2885 
Pink Pussycat Holdings Ltd. — 2873 
Port Hardy Flying Club . 2886 
Portal Realty Ltd. ee 
Pulpa Agencies Ltd. - ee 
R. C. H. Equipment Ltd. Z .. 2886 
R. J. Booth Contracting Ltd. .. 2881 
Redco Manufacturing Ltd. — — 2875 
Reed Wood Motors Ita 2893 
Romega Fashions Ltd. 2887 
Rossi Mines Ltd. (Non- Personal Liability) 2888 













Scott Langley Agencies Ltd. 2880 
Seabird Holdings Ltd. ._. . 2892 
Shooting Star Mines Limited dN. P. L). ~ 2894 
Skywest Development Ltd. - eee — 2872 


Southridge Holdings Ltd. - 
Sunset Construction Ltd. ae 
Tatlatui Holdings Ltd. 
Triangle Enterprises Ltd. 
Triangle Investments Limited 
University Heights Chapel —..... 
Valley Glass Shop Ltd... 
Vancouver West Motors Ltd... 


2893 
- 2894 
.. 2888 
2886 
2885 
~. 2891 
.. 2880 
.. 2889 











W. McGowan’s Stores Ltd... 2890 
Wally’s Auto Body Ltd, 0.2. 2896 
Westminster Mechanical Ltd... .. 2887 
Whitesail Holdings Ltd. - 2894 


Zenith Mining Corporation Ltd. (N. P. L.) 2872 
Zenith Steel Fabricators Limited... a EOLA 


Extra-Provincial Companies 


Devil's Elbow Mines Limited _. . 2896 








Emco-Wheaton Limited ... 2897 
Structural Arts of Alberta Ltd... .. 2897 
Municipal Elections 
Burnaby District . aienb nia cneencenichdcalicn! WSU 
Central Saanich District _ .. 2859 
Chilliwadhk CHy oa aco WOOD 
Chilliwhack Township — . 2858 
Coldstream District —... .. 2905 
Courtenay City sieaadiagam ve .. 2858 
Dawson Creek bike inden biaaae: AOU 
Delta_. sehaopenbeliteceiaae icine . 2857 
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Municipal Elections 





Duncan City . 2860 
Enderby City 2857 
Esquimalt Township 2860 
Fernie City 2858 
Hope Town 2860 
Kamloops City 2905 
Kelowna City 2858 
Kimberley City - 2860 
Kitimat District 2860 
Ladysmith Town men BOOT 
Langley Township . 2858 
Maple Ridge District 2860 
Matsqui District .. 2859 
Merritt Town _ 2860 
Mission City Town . 2859 
Mission District a 2858 
New Westminster City 2859 


North Cowichan District —............_... 2861 
North Kamloops Town cass = OREN 
North Saanich District ... 2860 
North Vancouver City a-« 2857 
North Vancouver District .... 2859 
Oak Bay District — 2857 
Peachland District - _ 2858 
Penticton City 2858 





Pitt Meadows District... 2858 
Port Coquitlam City — = 2858 
Port Moody City .. 2859 


__. 2858 
_ 2859 
_ 2859 


Prince George City — 
Quesnel Town 
Richmond Township i = 
PRES Sees CE CLR aes OOD 
Saanich Pistrich: ne  . BRSD 
Salmon Arm District —— —~ 2905 
Squamish District —. == LOOT 
Sumas District ... 2860 
Summerland District — ... 2905 
Surrey District —— . 2905 










Terrace District —. _. 2860 
Trail City —— =. 2905 
MWiotorian City 2 = ee See 2858 
West Vancouver District —. = 2859 
White Rock City —_.. = . 2858 
Williams Lake Town ~...... == ‘2860 
Miscellaneous 
Aluminum Company of Canada, Limited, 
ehanre of mame. =. ee 2899 
Beaver Planing Mills Ltd., change of 
LTE 0. 052 Siena ae ee 2900 
Beaver Planing Mills (1965) Ltd., change 
(}E NEI 16, (Wied on oe cht ac ee ee ee a 2903 
Ben Schleppe Plumbing Ltd., change of 
Vf 180 Coe tee ce er ae Re Ns 2902 


Page | Miscellaneous 


Beta Mining Corporation Ltd. (N.P.L.), 
change of name 

Camlon Investments Ltd., change of name 2901 

Canada Roof Products Limited, meeting 
of creditors 

Canada Roof Products Limited, voluntary 
winding-up and appointment of liquida- 


2900 


2899 


tor 2899 
Canadian Mobile Housing Ltd., change 
of name : 2904 
Colleen’s Delicatessen Ltd., change of 
name 2902 
Companies, list dated December 23, to be 
struck from the register ~ Se Dea 
Creditors of estates, notices to— 
Allen, Robert Emmett -...______________ 2901 
Amsden, Albert S. 2902 
Andersen, Theodore . 2902 
Cail, Annie 2900 
Connors, John __. 2897 
Conrad, Alex 2898 
Coons, William Stanley 2903 
Day, Harry Daborn —_.. 2900 
Dusenbury, Sarah 2899 
Evans, Allen Roy 2897 
Evans, David 2902 


Franklin, Annie Violet... 2901 


Fraser, Catherine Mary Elizabeth 2902 
Grant, Robert Frederick —_ 2902 
Guest, Thomas Rollinson 2903 
Hanwick, John - 2902 
Harris, Kate Penton 2900 


Harwood, Garylord Marron. Lane ene ZOOL 
Hendrick, Edward SR w ee 
Hibberd, Reginald Elias 

Holland, Robert Erskine 
Hughes, Reginald Austin — 2897 
Hutter, John : z Pe 
Johannesdottir, Steinunn- 2 
Johnson, Edward ae re 
Jioness eAlbert) Johne ee 
Ieennye wl) avid Mote oer eee 
Kilsby, Charles Stanley 
Latto; Thomas, — = 
NLIES WY(o} aye Cyt ie ene ee ee 
McAlpin; (Nellie: = 
Macaulay, Alexander - 
McCalpin, Florence 
MacDonald, Noman 2902 
McDougall, James E. - =e 
Melntyre, Robin Grant 
Mathews, Thomas Barnett 
Murray, John Joseph 
Preece, Albert John Victor 

















Page | Miscellaneous Page 
Creditors of estates, notices to— 
Prussia, James Robert Joseph 2903 
Semple, Andrew 2902 
Sharp, James 2900 
Sim, Ernest Frederick Malcolm 2897 
Tarr, Lily Beatrice 2900 
Thompson, Francis Henry Joseph 2897 


Wallace, David 2904 


Wright, James 2898 
Ford Wholesale Appliances Ltd., change 

of name 2902 
G & H Enterprises Ltd., amended memo- 

randum of association 2901 
G. L. Kleaman Towing Ltd., change of 

name _ 2903 
Galloway-Ellis Drugs Ltd., general meet- 

ing _ 2898 
Hatley Esso Service, dissolution of part- 

nership 2903 
House Laundry & Dry penne Co. Ltd., 

change of name . 2901 
John Macdougall (1953) Ltd., “change ‘of 

name 2903 
McKenzie Barge & Derrick “Co. Ltd., 

amalgamation of companies as 2899 


Magill Export Import Ltd., struck from 


the register 2903 
Molasses Limited, change of name 2900 
Murray Finances Ltd., general meeting 2899 


Pollution-control Act, Canal Development 
Ltd., application for permit under . 2898 

Quieting Titles Act, Eby & Sons Ltd., 
quieting title to Lots A, B, and C of 


Lots 7 to 11, Bk. 48, Sec. 7, Prince 

Rupert City . 2901 
Sansum Motors Ltd., “change of name 2904 
Snackery Foods Ltd., The, change of 

name 2899 


Subsidiary High “Court” of ‘the. Ancient 
Order of Foresters, The, notice to 
creditors - a Sepp eas tase 

Vancouver Creosoting Company Limited, 
mesting of creditors — 2899 

Vancouver Creosoting Company Limited, 
voluntary winding-up and appointment 
of liquidator _ 2899 

Viteway Health Foods la, change ‘of 


nanie . 2903 
Wallace’s Decuament: aoe Limited, 
final general meeting —_._._______-_____ 2899 


Westwood Lumber Co. Ltd., chenee of 
OU Wet aeeten ces eee ee ee 2904 
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